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PART III - SECTION 3 
Notifications relating to Minor Administrations 


HIMACHAL PRADESH GOVERNMENT 

make provision for better village administration and 

development ; 
NOTIFICATIONS 

It is hereby enacted as follows : 

CHAPTER I 
Simla-4, the 13th October 1952 
No. R - 81- 207 / 49 . -- Financial Commissioner, Himachal 

Preliminary 
Pradesh is pleased to sanction 25 days earned leave to Shri 1. Short title , extent and commencement. - ( 1 ) This Act 
Surrendra Nath . Tehsildar. Solan , with effect from the may be called the ‘ Himachal Pradesh Panchayat Raj Act. 
10th July, 1952. 

1952 . 
By order, 

(2 ) It shall extend to the whole of the Himachal Pradesh 

except the area which has been or may hereafter be consti 
MAHABIR SINGH , tuted a Municipality or a Notified area under Sections 4 

and 241 of the Punjab Municipal Act of 1911 as applied to 
Assistant Secretary (Home & Revenue ) 

the Himachal Pradesh or a cantonment under the provi 
to Government, Himachal Pradesh . 

sion of the Cantonments Act, 1924 . 

( 3 ) It shall come into force in whole or in part, in such 
Simla -4 , the 15th October 1952 

area or areas and on such date or dates as the State Gov 
No. PW - 47- 17 /52- 12164 . - The Lieutenant Governor has 

ernment may, by notification , direct . 
been pleased to set up a committee consisting of the 2 . Definition . - ( 1 ) In this Act unless there is anything 
following members for Irrigation Development in Himachal repugnant in the subject or context, 
Pradesh : 

( a ) adult means a person , male or female, who 
1. Deputy Commissioner, Nahan (Chairman ) 

has completed his or her twenty -first year ; 
2. District Agriculture Oficer , Mahasu . 

( b ) building means any shop , house , out- house , hut, 
3 . Director of Land Records, 

shed , or stable , whether used for the purpose 
4 . Shri Gopal Chandra , M . L . A . (Himachal Democratic 

of human habitation or otherwise and whether 
Front) . 

of stone, concrete , bricks, masonry, wood , mud , 
5 . Shri Avtar Chand Mehta , M . L . A . (Chief Whip Con 

thatch , metal or any other material whatever 
gress Party ). 

and includes a wall ; 
6 . Shri Baldev Chand, M .L . A . ( Congress ), Secretary , ( c ) case means a criminal proceeding in respect of 
Congress Assembly Party . 

an offence triable by a Nyaya Panchayat ; 
7 . Shri Manohar Singh , Executive Engineer, Irrigation ( d ) circle means the area within which & Nyaya 
(Secy .) . 

Panchayat exercises jurisdiction under section 
The Committee will recommend to the Government on 

47 ; 
the following points : - - 

(e ) Collector or District Magistrate or Sub 
1. Legislation required for the implementation of the 

Divisional Judge with reference to a Gram 
Irrigation schemes and control of the existing 

Sabha, Gram Panchayat, Nyaya Panchayat , 
schemes of Irrigation and Gharats, etc . 

Tehsil Panchayat or Zila Panchayat, means a 
2. To consider the desirability of not levying extra 

Collector, District Magistrate or Magistrate ist 
revenue from the beneficiaries for some years. 

Class or Sub - Judge of the District or the Sub 
3. To consider the desirability of charging Water rates. 

Division , as the case may be, in which such 
4. To consider the desirability of applying some legis 

Sabha or Panchayat is constituted ; 
lation of Canal and Drainage Act already en 

(f ) common land means the land which is not in the 
forced in the adjoining Part A States . 

exclusive use of any individual and has by usage , 
The first meeting of the Committee will be convened on 

custom or prescription been reserved for the 
the 25th October 1952 at 11 AM , in Himachal Pradesh 

common purposes of village community or has 
Sectt., Simla . 

been acquired for such purposes ; 
By order , 

( 8 ) Director means Director of Panchayat appointed 
G . R . NANGEA , 

under this Act ; 

(h ) Gram Panchayat means the Executive Com 
Secretary , P .W . D ., 

mittee of the Gram 
Himachal Pradesh Government 

Sabha established under 
Sub -section ( 1 ) of Section 12 ; 

( i) Gram Sabha means a Gram Sabha established 
BILL NO. 11 OF 1952 

under Section 3 ; 
HIMACHAL PRADESH PANCHAYAT RAJ BILL , 1952 

(3) Nyava Panchayat means a Nyava Panchayat 
(As introduced in the Legislative Assembly ) 

established under Section 47 and includes & 

bench thereof ; 
BILL 

( k ) official gazette or gazette , means the Gazette , 
to establish and develop Panchayat Raj in the Himachal 

of India ; 
Pradesh 

( 1) Panchayat forest means a forest which has been 
Preamble . - Whereas it is expedient to establish a co 

so declared by the State Government by noti 
ordinated system of Panchayat Raj in the State and to 

fication issued in this behalf ; 
132961 
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( m ) population means the population of a village and shall, subject to any restriction or condition imposed 

or area as determined in the manner prescribed by or under this or any other Act, have powers to acquire 
in this behalf ; 

by purchase , gift or otherwise , to hold , administer , and . 

transfer property both movable and immovable , and to 
(n ) prescribed means prescribed by this Act or Rules 

enter into contracts and to do all that is necessary for the 
made thereunder ; 

purposes of this Act and shall by the said name, sue or be 
(0 ) prescribed authority means the authority noti sued . 
fied as such by the State Government ; 

5 . Membership of Gram Sabha , A Gram Sabha shall 
(b ) proceeding means a proceeding specified under consist of all adults ordinarily residing within the area 
Section 73 ; 

for which the Sabha is established : 
public place means a space not being private Provided that no adult may be a member of a Guam 
property , which is open to use or enjoyment of Sabha and continue as such , if he 
the public whether such space is vested in the 

( a ) is of unsound mind ; or 
Gram Sabha or not ; 

(b ) is suffering from leprosy ; or 
( r ) public street means any road , street, bridge, 

( c ) is an undischarged insolvent ; or 
lane, square, court, alley or passage which the 
public has a right to pass along, and includes ( d ) is convicted of an election offence ; or 
on either side the drains or gutters and the 

(e ) has been convicted for an offence involving moral 
land upto the defined boundary of any abutting 

turpitude or ordered to give security for good 
property , notwithstanding any projection over 

behaviour under section 110 of the Code of 
such land of any verandah or other superstruc 

Criminal Procedure, 1898 : 
ture ; 

Provided further that the disqualifications under clauses 
( s ) public servant means a public servant as defined 

( c) or (d ) or (e ) of the first proviso may be removed by 
in Section 21 of the Indian Penal Code, 1860 ; 

an order of the State Government or the prescribed 
(t) schedule means a schedule appended to this Act ; 

authority . 
( u ) Sub - Divisional Omcer with reference to a Gram 

6 . Period of Membership . - A member of a Gram Sabha 
Sabha , Gram Panchayat, Nyaya Panchayat, 

shall continue to be its member until he abandons his 
Tehsil Panchayat Or Zila Panchayat means 

residence in the village or until the area in which he 
an Assistant Collector of the First Grade of the 

resides is excluded from the jurisdiction of the Gram 
sub -division in which such Sabha or Panchayat 

Sabha under Section 8 : 
is situated ; 
( v ) suit means a civil or a revenue suit triable by a Provided that a person described in Section 5 who has 
Nyaya Panchayat ; 

ceased to be a member by reason of the disqualifications 
(w ) Tehsil Panchayat means a Panchayat formed 

mentioned therein or abandonment of his residence in 

the village, shall on the removal of the disqualifications or 
under Section 99 ; 

the resumption of his ordinary residence in his village, as 
(x ) tax includes a cess, fee , rate , toll, import duty or 

the case may , and on an application made by him to the 
other duty leviable under this Act ; 

President of the Gram Sabha in this behalf , be, after such 
( y ) village means any local area , recorded as a inquiry as may be prescribed , re -enrolled as a member 

village in the revenue records of the district in thereof . 
which it is situate or any other local area which 

7 . Disqualification or defect in appointment or nomina 
the State Government may by general or special 

tion not to vitiate act or proceedings of the Gram Sabha . 
order, declare to be a village . 

No defect or omission in the enrolment or disqualification , 
( z ) water course means a kuhl or channel which is of a member shall vitiate any act or proceedings of a 

maintained at the cost of the irrigators and is Gram Sabha if not less than two- third of the members at 
used for irrigation or providing drinking the time the act is done, or the proceeding is taken , were 
water and the management whereof has been duly qualified members thereof. 
partly or wholly entrusted to the Panchayat ; 

8 . Effect of change in population or inclusion of the area 
( e ) Zila Panchayat means a Panchayat formed of Gram Sabha in Municipalities, etc . - If the whole of the 
under Section 99 ; 

area of the Gram Sabha is included in a municipality , 
( 2 ) offence , means non -bailable offence , cognizable cantonment, notified area , the Gram Sabha shall cease, and 
offence , complaint , offlcer - in - charge of a police its assets and liabilities shall be disposed of in the manner 
station and police station häve the same meaning as in prescribed . If a part of such area is so included, its Jurig 
Section 4 of the Code of Criminal Procedure, 1898 ; diction shall be reduced by that part . 

( 3) decree , decree-holder , Judgement-debtor , legal 9 . Register of Members. On the establishment of a 
representative , and moveable property have the same Gram Sabha the prescribed authority shall cause to be 
meaning as in Section 2 of the Code of Civil Procedure, prepared a register in the prescribed form , of all adults 
1908 ; 

ordinarily residing within the jurisdiction of such Gram 
(4 ) Land- owner , tenant , rent , land revenue and Sabha and such registers shall , among other things, con 
rates and cesses have the same meaning as in the tain the names of every adult entitled under section 5 to 
Punjab Land Revenue Act. 1887 as applied to the Himachal be a member of a Gram Sabha on the date of its establish 
Pradesh . 

ment. The register so prepared shall be revised at least 
CHAPTER II 

once a year in the manner prescribed . 
Establishment and constitution of Gram Sabhas and their 

10 . Removal of difficulty in the establishment of Gram 
jurisdiction 

Sabha and in the constituting or working Gram Pancha 
3. Establishment and constitution of Gram Sabhas and 

yat. - If in establishing a Gram Sabha or in constituting 

or working a Gram Panchayat any dispute or difficulty 
their jurisdiction . - ( 1) The State Government shall , by 

arises regarding the interpretation of any provision of this 
notification in the Gazette , establish a Gram Sabha for a 

Act or any rule made thereunder or any matter arising 
village or a group of villages in those areas in which this 
Act has come into force by notification under sub -section 

out of or relating to such interpretation or any matter not 

provided under this Act, the same shall be referred to 
(3 ) of Section 1. 

the State Government whose decision shall be final and 
(2 ) The State Government shall declare the name and conclusive . 
the territorial jurisdiction of the Gram Sabha in the noti 
ication mentioned in sub - section ( 1) and may at any time 

CHAPTER III 
by notification in the Gazette , either of its own motion or 

The Gram Sabha — Its meetings and functions 
of a Gram Sabha or the residents of any village , include 
any area in or excluded any area from a Gram Sabha. 

11. Meetings of the Gram Sabha . - (1 ) Every Gram Sabha 
( 3 ) Where by a notification under sub -section ( 2 ) any 

shall hold two general meetings in each year, one in the 
area is included in the jurisdiction of a Gram Sabha such 

summer and the other in winter : 
area shall thereby become subject to all notifications, Provided that eight months shall not intervene between 
rules, regulations, bye-laws and orders made under this or 
any other enactment in force in the area within the juris 

Provided further that the President may at any time 
diction of the aforesaid Gram Sabha. 

or upon a requisition in writing of not less than one- fifth 
4 . Incorporation of Gram Sabha, Tehsil Panchayat and of the members shall, within 30 days from the receipt of 
Zila Panchayat . - Every Gram Sabha, Tehsil Panchayat such requisition , call an extraordinary general ineeting , 
and Zila Panchayat shall be a body corporate by the name On the failure of the President to do so, the prescribed 
notified in the Gazette under Sections 3 and 9 , as the case authority shall within a further period of 30 days call an 
may be, having perpetual succession and a common seal extraordinary General Meeting . 
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(2 ) The time and place of all the meetings of the Gram ( h ) regulation of melas and markets within its area 
Sabha shall be published in the prescribed manner . 

except those managed by the State Govern 

ment ; 
(3 ) For any general meeting of the Gram Sabha one 
eighth of the total number of members of the Gram Sabha 

(i) establishing and maintaining primary schools for 
or one hundred members whichever is less shall form the 

boys and girls ; 
quorum : 

( j) establishment, management and care of common 
Provided that no quorum shall be necessary for a meet 

grazing grounds and land for the common bene 
ing adjourned for want of quorurn . 

fit of the persons residing within its jurisdiction ; 
12. Election of President and Vice -President and Estab 

(k ) construction , repair and maintenance of public 

wells , tanks and ponds for the supply of water 
lishment and constitution of Gram Panchayat.- ( 1 ) Every 

for drinking, washing and bathing purposes, and 
Gram Sabha shall elect from among its members a Presi 

regulation of sources of water supply for drink 
dent and a Vice - President who shall respectively be called 

ing purposes ; 
Pradhan and Up -Pradhan and shall also elect from among 
its members an Executive Committee called the Gram (1) regulating the construction of a new building or 
Panchayat . 

the extension or alteration of any existing build 

ing ; 
(2 ) The number of members of a Gram Panchayat shall 
be between seven and twenty - five as may be specified by 

( m ) assisting the development of agriculture, com 
the State Government in addition to the President and 

merce and industry ; 
Vice -President of the Gram Sabha who shall also be the (n ) rendering assistance in extinguishing fire and pro 
President and Vice - President respectively of the Gram 

tecting life and property when fire occurs ; 
Panchayat. 

(0 ) the administration of civil and criminal justice and 
(3 ) The terms of the office of the President, the Vice 

the selection of a panel of persons for appoint 
President and a member of the Gram Panchayat shall be 

ment as panches of the Nyaya Panchayat accord 
3 years : 

ing to the provisions of this Act and rules made 
Provided that the term of office of a member chosen to 

thereunder ; 
fill a casual vacancy shall be the unexpired portion of the (p ) the maintenance of such records relating to cattle 
term of the person in whose place he has been elected. 

cenşus, population census and other statistics an 
(4 ) The area of Gram Sabha may be , divided by the 

may be prescribed ; 
prescribed authority into such number of constituencies ( q ) maternity and child welfare ; 
as may be convenient for the purpose of election , 

(r ) allotment of places for storing manure ; 
(5 ) The State Government may reserve such number of 

(s ) maintenance and control of waste water channels 
seats for Scheduled Castes and for women in the Gram 

and drinking places ; 
Panchayat as may be prescribed . 
(6 ) The election of the members of Gram Panchayat in 

(t ) managing the Panchayat forests according to the 
& Gram Sabha or in a constituency thereof shall be held 

rules made in this behalf ; 
on the joint electorate system . 

(u ) maintenance of all such roads, water courses and 
13 . Budget of Gram Sabha. — The Gram Sabha shall at 

hydro - electric installations the management of 
its winter meeting consider and pass the budget for the 

which has been undertaken by the Panchayat 
following year and at its summer meeting it shall consider 

with the sanction of the State Government ; 
the accounts of the preceding year. At both meetings the ( v ) necessary financial or labour contribution for the 
Gram Sabha shall consider the biennial reports of business 

construction of public roads, or watercourses 
submitted by the President. 

within the Gram Sabha area under the develop 
14 . Removal of President or Vice - President of Gram 

ment programme of the State Government ; 
Sabha, -- The Gram Sabha may, at any general meeting , 
remove the President or the Vice -President by a majority 

( w ) filling in of insanitary depressions and levelling 
of two -third votes of those present : 

land ; and 
Provided that a previous notice of the resolution is 

( x ) fulfilling any other obligation imposed by any 
given as prescribed . 

other law on a Gram Sabha . 
15 . Filling of vacancies in the offices of President and 

17. Discretionary functions. - A Gram Panchayat may 
Vice -President.- - ( 1) Election to fill yacancy caused by the also make provision within its jurisdiction form 
expiration of the term of the office of the President or of ( a ) planting and maintaining trees at the sides of 
the Vice -President shall be held before the expiration of 

public streets and in other public places ; 
the term . 

( b ) the improved breeding and medical treatment of 
(2 ) An election to fill a vacancy of the President or of 
the Vice -President occurring by reason of his death , 

cattle and prevention of disease in them ; 
resignation , or removal or otherwise , shall be held as 

( c ) organizing, subject to rules prescribed , a village 
soon as possible after and in no case later than six months 

volunteer force for watch and ward , for assist 
from the date of occurrence of the vacancy and the person 

ing Gram Panchayat and Nyaya Panchayat in 
elected to fill the vacancy shall , subject to the provision 

the discharge of their functions and for the ser 
of section 14 , be entitled to hold office for the unexpired 

vices of summons and notices issued by them : 
portion of the term of the person in whose place he has (d ) assisting and advising agriculturists in the obtain 
been elected . 

ing , and distribution among them , of Govern 
CHAPTER IV 

ment loans and in the repayment thereof in the 

liquidation of old debt and generally in the 
Powers, Duties, Functions and Administration of Gram 

establishment of sound credit system according 
Panchayat 

to law ; 
16 . Duties and Functions. — It shall be the duty of every (e ) development of co -operation and establishment of 
Gram Panchayat so far as its funds may allow to make 

improved seed and implement stores ; 
reasonable provision within its jurisdiction for 
( a ) construction , repair , maintenance, cleaning and 

(f) relief against famine or other calamity ; 
lighting of public streets ; 

( g ) making representation to the Tehsil Panchayat 

and Zilla Panchayat for performance by them 
(b ) medical relief ; 

of such functions in relation to the area within 
( c ) sanitation and taking curative and preventive mea 

the jurisdiction of the Gram Sabha as is beyond 
sures in respect of infectious diseases and epi 

the powers of the Gram Sabha ; 
demic ; 

(h ) extension of the abadi ; 
( d ) up -keep protection and supervision of any build (1) establishment and maintenance of an akhara or 
ings or other property which may belong to the 

club or other place for recreation and games ; 
Gram Sabha or which may be transferred to it ( 1) regulating the collection , removal and disposal of 
for management ; 

manure and sweepings ; 
( e ) registering births, deaths and marriages Ang (k ) prohibiting or regulating the curing, tanning and 
maintenance of the register mentioned in Sec 

dying of skins within 220 yards of the abadi ; 

(1) setting up organisations to promote goodwill and 
( f ) removal of encroachments on public streets , public 

social harmony between different communities ; 
places and property vested in the Gram Sabha ; 

( m ) public radio sets and gramophones ; 
( g ) regulating places for the disposal of the dead (n ) any other measure of public utility calculated to 
bodies of human beings and animals and of 

promote the moral and material well being or 
other offensive matters ; 

convenience of the villagers ; 
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18) notics drinkingashing 


effect othing shall be 


State with 


(o ) construction of food storages ; and 

order passed under sub -section ( 1 ) the President may, sub 
( p the doing of any thing the expenditure on which ject to the provisions of Section 147, apply to the 
is declared by the State Government, or by the 

Sub -Divisional Officer and the Sub -Divisional Officer may 
prescribed authority with the sanction of the make an order 
State Government to be an appropriate charge ( i) directing that the work done or so much of the 
on the fund of the Gram Sabha ; 

same as has been executed in contravention of 
18 . Power of Gram Panchayat as to Public Street, Water 

the order passed under sub - section ( 1 ), shall be 
ways and other matters .- A Gram Panchayat shall have 

demolished by the owner of the building, wall 
control of all public streets , and water ways, situate with 

or platform or that it shall be altered by him 
in its jurisdiction not being a private street or a private 

to the satisfaction of the Gram Panchayat with 
water way and not being under the control of the State 

in such time as may be fixed by the Sub 
Government or any other authority specified by the State 

Divisional Omcer ; or 
Government and may do all that is necessary for the (ii) directing that the work done or so much of the 
maintenance and repair thereof and may -- 

same as has been executed in contravention of 
( a ) construct new bridges or culverts ; 

the order passed under sub -section ( 1 ) shall be 
(b ) divert, discontinue or close any public street, 

demolished or altered by the Gram Panchayat 

at the expense of the owner within such time 
culvert or bridge ; 

as may be fixed by the Sub -Divisional Omcer : 
( c ) widen , open , enlarge or otherwise improve any 
public street, culvert or bridge with minimum 

Provided that the Sub -Divisional Officer shall not make 

any such order without giving the owner full opportunity 
damage to the neighbouring fields ; 

of adducing evidence and of being heard . 
(d ) deepen or otherwise improve waterways ; 

( 3 ) If any person to whom a direction to demolish or 
( e) undertake small irrigation projects with the sanc 

alter any building , wall or platform is given under clause 
tion of the specified authority ; 

(1 ) of sub -section ( 3 ) fails to obey the same, he shall be 
( f) cut any hedge or branch of the tree projecting on liable to a fine which may extend in the case of masonry 
a public street ; 

building , wall or platform to one hundred rupees, and , in 
( 8 ) notify the setting apart of any public watercourse 

the case of any other building, wall or platform to twenty 
for drinking or culinary purposcs, and prohibit five rupees and when the failure is a continuing one. to 
bathing , washing of clothes and animals or a further ine which may extend in the case of a masonry 
doing of other acts likely to pollute the course 

building . wall or platform to five rupees for each day on 
so set apart : 

which the failure continues. 
Provided that nothing shall be done under clause ( g ) 21. Maintenance and improvement of schools and 
which may effect any canal or waterway owned by the hospitals. - ( 1) A Gram Panchayat 
State without the prior permission of the authority pre 

(a ) shall, subject to such rules as may be prescribed 
scribed by the State Government in this behalf. 

regarding the curriculum , employment and 
19 . Improvement of Sanitation . - For the improvement 

qualification of teachers and supervision of a 
of sanitation a Gram Panchayat may by notice, direct the 

school, maintain any existing primary school in 
owner or occupier of any land or building , taking into 

cluding the buildings and furniture thereof and 
consideration his financial position and giving him reason 

be responsible for its proper working and may 
able time for compliance thereof 

similarly establish and maintain a new school 
( a ) to close , remove , alter , repair , cleanse , disinfect or 

or improve any existing school , and 
put in good order any laterine, urinal, water (b ) shall, subject to such rules as may be prescribed 
closet, drain , cesspool or other receptacle for 

regarding the establishment , maintenance and 
filth , sullage-water , to remove or alter any door 

supervision , maintain any existing Ayurvedic , 
or trap or construct any drain for any such 

Yunani or Homeopathic hospital or dispensary 
latrine, urinal or water closet which opens on 

including the buildings and equipments there 
to a street or drain , or to shut of such latrine, 

of and may similarly establish and maintain a 
urinal or water closet by a sufficient roof and 

new hospital or dispensary for one or more of 
wall or fence from the view of persons passing 

the systems of medicine mentioned above. 
by or dwelling in the neighbourhood . 

( 2 ) The State Government and Zilla Panchayats shall 
( b ) to cleanse , repair , cover , fill up , drain off, deepen , 

make such grants for the schools , hospitals or dispensary . 
Os to remove water from a private well, tank , 

as may be prescribed . 
reservoir , pool, pit , depression or excavation 
therein which may appear to the Gram Panch 22. Establishment of primary school and hospital or dis 
ayat to be injurious to health or offensive to the pensary for a group of Gram Sabhas. - Where a group of 
neighbourhood ; 

neighbouring Gram Sabhas have no primary school or 

Ayurvedic or Yunani or Homeopathic hospital or dispen 
( c ) to clear off any vegetation undergrowth , prickly sary, the Gram Panchayat thereof shall, if so directed by 
pear or scrub - jungle ; 

the prescribed authority , combine to establish and main 
( a ) to remove any dirt , dung night soil . manure of tain or entrust to the tehsil panchayat , the establishment 
any noxious or offensive matter therefrom and 

or maintenance of such a school, hospital or dispensary 
to cleanse the land or building : 

which shall be managed and financed in the manner 

prescribed . The State Government and the Zilla Panch 
Provided that the persons on whom a notice under ayat shall make such grants for such school, hospital or 
clauses ( a ) and (b ) is served may , within 30 days of the dispensary as may be prescribed . 
receipt of the notice, appeal against the said notice to the 93 Assistance 

23 . Assistance to Government Servants . - - A 
to Government Sernante 

Gram 
District Medical Officer of Health who may , vary, set aside Panchayat shall , if so prescribed and so far as practicable . 
or confirm it . 

assist any Government servant in the performance of his 
20 . Control on Erection of buildings. - ( 1) The Gram 

duties within its area . 
Panchayat, after preparing a model plan for the village 

24 . Representations and recommendations by Gram 
which has been approved by the prescribed authority by Panchayats. - A Gram Panchayat may make to the proper 
written order , maya 

authority 
( a ) direct that before erecting , re -erecting or adding 

( a ) any representation concerning the welfare of the 
to a building, wall, or a platform every person 

persons residing within its jurisdiction , and 
shall present an application accompanied by a (b ) any recommendation as to the appointment, 
plan to the Gram Panchayat and that no build 

transfer or dismissal of a guard of the Forest 
ing , wall or platform shall be erected , re - erected 

Department, Patwari, Lambardar or Chaukidar 
or added in conflict with the model plan or in 

serving in any area within the jurisdiction of 
advance of an alignment to be specified and de 

such Gram Panchayat. 
marcated by the Gram Panchayat ; and 

25 . Power to enquire and report about the misconduct 
(b ) specify the space which shall intervene between of certain officials . - On receiving a complaint from any 

any new or enlarged building and the building person , residing within the jurisdiction of a Gram Panch 

next adjacent or any road in the village. Ayat about any misconduct in the discharge of his official 
( 2 ) The Gram Panchayat shall have the power to 

duties by any bailiff , process server, vaccinator, constable, 
modify , return for modification or reject the proposed 

chawkidar , patwari, guard of Forest Department or peon 
plan for the erection , re- erection or addition to , a build 

of any Govt. Department, such Panchayat may , if there be 
Ing, wall or platforms. 

prima facie evidence , forward the complaint to the proper 

authority with its own report. The authority shall, after 
( 3) Where any building, wall or platform has been such further enquiry as may be required , take suitable 
erected , re- erected or added to in contravention of any action and inform the Gram Panchayat of the result. 
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26 . Power to contract for collection of taxes and other means of a written instrument to appoint a joint com 
dues for land owners . - A Gram Panchayat may, as pre mittee consisting of their representatives for the purpose 
scribed and in respect of any area within its jurisdiction of transacting any business in which they are jointly 
enter into a contract 

interested : 
(a ) with the State Government to collect any taxes or Provided that they may instead of appointing a joint 

dues payable to the Central Government on committee entrust the transaction of that business to the 
being allowed by the State Government such 

Tehsil Panchayat by a written instrument. 
collection charges as may be prescribed , or 

33. Work to be entrusted to Joint Committees or Tehsil 
(b ) with all or any of the landowners to collect rent 

Panchayats. - ( 1) If two or more Gram Sabhas are jointly 
on his or their behalf on being allowed by the 

interested in transacting any business they may delegate 
landowner such collection charges as may be 

to the Joint Committee formed in accordance with the 
prescribed . 

provisions of section 32 or to the Tehsil Panchayat, power, 
27. Secretary . - ( 1 ) Subject to such directions as the State with such conditions as they may think proper to impose , 
Government may give, there shall be appointed by such to frame any scheme binding on each Gram Sabha as to 
authority as may be prescribed a Secretary for every the construction and maintenance of any joint work and 
Gram Panchayat or a group of Gram Panchayats . The as to the power which may be exercised by any such 
Secretary so appointed shall be ex -officio Secretary of the Sabha in relation to such scheme : 
Gram Sabha or Gram Sabha concerned . 

Provided that the Gram Sabhas shall pay the cost of 
( 2 ) The Secretary shall, in the matter of leave, pro - the transaction of the business or the execution of the 
motion , transfer , dismissal, removal and other disciplinary scheme as to the construction and maintenance of any 
action be under the administrative control of the pre - joint work in such proportion as may be agreed upon in 
scribed authority aforesaid which shall exercise its powers the written instrument mentioned above . 
and functions in the manner prescribed : 

(2 ) The Gram Sabhas may frame and modify rules 
Provided that an order of the prescribed authority regarding the continuation of such a Committee and the 
removing or dismissing a Secretary shall be appealable term of office of Members thereof and the method of con 
within a period and in the manner prescribed , to the Dis ducting proceedings and correspondence , 
trict Magistrate , or if any other authority is prescribed 

( 3 ) If any difference of opinion arises between the Gram 
In this behalf to such other authority . 

Sabhas acting under this Section , it shall be referred to 
28 . Staff . A Gram Panchayat may propose to the the prescribed authority whose decision shall be final. 
prescribed authority other staff for employment, whole 

34 . Members and servants to be public servants . — Every 
time or part -time, the salaries and allowances , if any, to 

member or servant of a Nyaya Panchayat , a Gram Panch 
be paid to them and the duties to be assigned to each one 

ayat, a Tehsil Panchayat, a Zilla Panchayat, a Joint Com 
of them . The prescribed authority may as prescribed , 

mittee or any other committee constituted under this Act 
approve, modify or reject the proposal. If the proposal 

shall be deemed to be a public servant within the mean 
is not rejected , the Gram Panchayat may appoint the staff 

ing of section 21 of the Indian Penal Code, 
in accordance with the scheme as approved by the 

35 , Delegation . All the duties , powers and functions of 
prescribed authority . 

the Gram Sabha except those specified in Chapter III and 
(2 ) A Gram Panchayat may , subject to the approval of section 32 and 41 shall be exercised , performed or dis 
the prescribed authority , make any change in the scheme charged by the Gram Panchayat and not otherwise. 
aforesaid . 

36 . Gram Fund . - ( 1 ) Vested in each Gram Sabha there 
( 3 ) Notwithstanding anything contained in sub - section shall be a Gram Fund which shall be utilized by the 
( 1 ), a Gram Panchayat may , in case of any emergency , Gram Panchayat in accordance with the provisions of the 
appoint a seryant without the sanction of the prescribed budget passed under section 13 : 
authority , for a period not exceeding three months. 

Provided that if the Gram Sabha or the Panchayat fails 

amissel of to meet charges in connection with its duties under this 
( 4 ) The power of appointment , discharge or dismissal of 

: Act, the prescribed authority may utilize a part of the 
a servant of a Gram Panchayat shall be exercised by the 

Gram Fund to meet any one or more of those charges . 
Panchayat but the power of promotion , disciplinary action 
or punishment other than that of discharge or dismissal (2 ) The following shall be credited to the Gram 
may be delegated to such officer of the Panchayat as may Fund : - 
be prescribed : 

(a ) the proceeds of any tax imposed under this Act ; 
Provided that an appeal from the order of such officer (b ) all sums handed over by the State Government to 
shall lie to the Gram Panchayat in the manner prescribed . 

the Gram Sabha ; 
29. Right of individual members . — At any meeting of a ( c ) the balance, if any , standing to the credit of the 
Gram Panchayat a member may, in the manner 

Village Panchayat previously in existence under 
prescribed , move any resolution and put question , to the 

the Punjab Village Panchayat Act, as applied 
President and Vice -President on matters connected with 

to Himachal Pradesh ; 
the administration of the Gram Panchayat. 

( d ) all sums ordered by a court to be placed to the 
30 . Penalty for causing loss, waste or misapplication of 

credit of the Gram Fund ; 
money or property of the Gram Panchayat . - ( 1 ) Every 

( e ) all sums received under section 129 ; 
member of the Gram Panchayat, Tehsil Panchayat, Zilla 
Panchayat, any joint committce, or any other committee 

( f) the sale procecds of all dust , dirt , dung or refuge 
constituted under this Act shall be liable for the loss, 

including the dead bodies of animals collected 
waste or misapplication of any money , or property be 

by the servants of the Gram Panchayat ; 
longing to the Gram Panchayat, Tehsil Panchayat , or Zilla ( g ) such portion of the rent or other proceed of nazul 
Panchayat, if such loss , waste or misapplication is a direct 

property as the State Government may direct 
consequence of his neglect or misconduct while a member 

to be placed to the credit of the Gram Fund ; 
of any Panchayat, joint committee or other committee , ( h ) sums contributed to the Gram Fund by any Tehsil 
and a suit for compensation may be instituted against him 

Panchayat, Zilla Panchayat or 
by the Panchayat, of which he is a member, with the 

other local 

authority ; 
previous sanction of the prescribed authority . 

(i) all sums received by way of loan or gift ; 
(2 ) If the prescribed authority sanctions the institution 

( j) such other sums as may be assigned to the Gram 
of a suit under sub -section (1 ) or refuses to grant the 

Fund by any special or general order of the 
sanction , the member concerned or the Gram Panchayat 
as the case may be, may , within 30 days of such sanction 

State Government ; and 
or refusal, appeal to the State Government or prescribed 

(k ) all sums received by the Gram Panchayat from 
appellate authority against the said sanction or refusal, 

any individual or corporation or the State Gov 
(3 ) The State Government may institute a suit men 

ernment under section 26 or any other law . 
tioned in sub -section (1 ) on its own initiative . 

37. Preparation and presentation of Budget 

( 1) ( a ) Every Gram 
31 . Committee. Subject to the prescribed conditions , a before the winter meeting of the Gram Sabha a budget 

Panchayat shall prepare and lay 
Gram Panchayat may establish a Committee to assist it estimate of its income and expenditure for the year com 
In the discharge of any specified duty or class of duties mencing on the 1st day of Baisakh next following. 
and may delegate to such committee such of its powers as 
may be necessary for the purpose of rendering such assist 

(b ) Every Gram Panchayat shall prepare and lay before 
ance . 

the summer meeting of the Gram Sabha its report includ 
32 . Joint Committee . - Subject to such rules as may be expenditure for the year ending on the last day of Chait 

ing the accounts of its actual and expected receipts and 
prescribed two or more Gram Sabhas may combine by preceding such meeting. 


rity ; 


Zilla the Gram 


1112 


THE GAZETTE OF INDIA , OCTOBER 28, 1962 


[ Part IIl - SEC . 3 


A 


as do the hauses shall beand the ratesses mens 
743. Reaind realised der section Tates specified anot 


perty 


tihe jurisd Nyaya 
the areas ible, be coat: (1) 


( 2) The Gram Sabha may pass or refer back to the ( e ) a tax on buildings at such rates as may be pres 
Gram Panchayat the budget submitted to it for re-consi 

cribed , not exceeding one per cent. of the value 
deration with such direction as it may give in the manner 

of the building , 
prescribed and may likewise pass a recommendatory 

Provided that it shall be open to the tax payer to pay 
resolution in respect of the report or of any other matter . 

his tax by rendering the prescribed number of labour 
( 3 ) ( a ) If the budget is referred to the Gram Panchayat units ; 
for re - consideration as aforesaid , the President shall call 

( f) a tax on the construction of buildings within the 
an extraordinary general meeting of the Gram Sabha to 
be held within the fortnight of the said annual meeting 

Gram Sabha area at a rate not exceeding Rupees 
and the Gram Panchayat shall re -submit the budget at the 

five per building as may be prescribed ; 
said meeting with such modifications as may be necessary (g ) a tax on the transfer of immovable property 
in the light of the directions of the Sabha, and the Gram 

within the Gram Sabha area at a rate not 
Sabha shall then pass the budget in the manner prescribed . 

exceeding one anna in a rupee of the sale price 
(b ) Subject to rules made in this behalf , the budget 

or consideration of the transfer . 
shall take effect after it has been approved by the (2 ) If a tax under any of the clauses (a ), (b ) or ( c) is 
prescribed authority , and a Gram Panchayat may incur imposed , a tax under the rest of the three clauses men 
expenditure under any of the heads of the budget in excess tioned above shall also be imposed , and the rates imposed 
of the amount approved under that head without variation under all the three clauses shall bear to one another the 
or alteration of the budget with the approval of the same ratio as do the maximum rates specified thereunder , 
prescribed authority . 

( 3 ) The taxes under section ( 1 ) shall be imposed , 
CHAPTER V 

assessed and realised in such manner as may be prescribed . 
Acquisition of Land , Taxation , Gram Fund and Property 

43. Realisation of due custody of funds and accounts. -- 

The Gram Panchayat shall, as prescribed , arrange for the 
38 . Power to acquire land . — Where a Gram Sabha , a realisation of taxes and dues, custody of its funds and 
Tehsil Panchayat, a Zilla Panchayat or a number of Gram maintenance of accounts . 
Sabhas which have combined under the provisions of sec 
tion 22 or 32 require land to carry out any purpose of this 

44 . Expenses of Nyaya Panchayat. The expenses of 
Act, it or they shall first try to have the land by private 

private the Nyaya Panchayat shall be charged to the Gram Fund 
negotiation , and if the parties concerned fail to arrive at of each unit in a circle in equal shares. 
An agreement, such Gram Sabha , or Gram Sabhas , Tehsil 45. Receipts of the Nyaya Panchayat. - All sums realised 
Panchayat , or Zilla Panchayat, as the case may be . may by way of court fees in any case , suit, or proceeding or 
make an application in the prescribed form to the Collector by way of fine in cases tried and disposed of by a Nyaya 
to acquire the land and the Collector may acquire such Panchayat shall be handed over by the State Government 
land for such Gram Sabha or Gram Sabhas, Tehsil Panch - to the Grom Sabhas situated within the jurisdiction of 
ayat or Zilla Panchayat . 

the Nyaya Panchayat in equal shares. 
Explanation . In this chapter the expression ‘ land 46 . Audit - The accounts of every Gram Sabha shall 
includes benefits arising out of land and things attached he audited as prescribed . 
to the earth or permanently fastened to anything attached 

CHAPTER VI 
to the earth . 
39. Property vested in Gram Sabha. - ( 1) Subject to any 

The Nyaya Panchayat 
special reservation made by the State Government, all 47 . Circle for Nyaya Panchayat. - The State Government 
public property situated within the jurisdiction of a Gram or the prescribed authority shall divide a district into 
Sobha shell vest in and belong to the Gram Sabha , and circles, each circle comprising as many areas subject to 
shall , with all other property , which may become vested 

which may become vested the jurisdiction of Gram Sabhas as may be expedient, and 
in the Gram Sabha , be under its direction , management establish Nyaya Panchayats for each such circles : 
and control. 

Provided that the areas of Gram Sabhas within each 
(2 ) All inarkets and fairs or such portion thereof as áre circle shall , as far as possible , be contiguous . 
held upon public land shall be managed and regulated by 48 . Constitution of Nyaya Panchayat. - ( 1 ) Every Gram 
the Gram Panchayat which shall receive the dues levied Sabha in a circle shall in the prescribed manner select 
or imposed in respect thereof : 

ten adults of prescribed qualifications permanently resid 
Provided that such part of the dues levied or imposed ing within its jurisdiction for the Nyaya Panchayat of 
in respect thereof as may be prescribed shall be credited that circle : 
to the Gram Fund and the rest shall be paid to the Zilla Provided that two out of the persons selected by 
Panchayat by the Gram Panchayat 

Panchayat Sabha shall be such as are able to record 
40 . Disposal of claims. - Where any dispute arises as proceedings . 
regards the ownership of any property mentioned in (2 ) Out of ton persons so selected the District Judge 
Section 39 between a Gram Sabha and any person , the shall nominate sve to 

shall nominate five to work as Panches of the Nyaya 
Crom Panchayat shall give such persons a reasonable Panchayat . The Panches so nominated in the circle shall 
Opportunity of being heard and then decide whether the form a panel 
said property should be treated as the property of Gram 

49. Election of Sarpanch .- -All the Panches nominated 
Sabha. 

under Section 48 shall elect from amongst themselves a 
41 Power to borrow - With the sanction of the prescrib - person , who shall act as Sarpanch of the Nyava 
ed authority and subject to such conditions as may be Panchayat : 

rescribed , a Gram Sabha may borrow money from the Provided that any dispute arising out of such election 
State Government to carry out any of the purposes of this shall be referred to the prescribed authority whose deci 
Act. 

sion shall be final and shall not be questioned in any Court 
42 . Taxes which may be imposed .- (1 ) Subject to the of law . 
prescribed rules and any orders made by the State Govern 50 . Term of Nuavo Panchoat . The term fo r 
ment in this behall . À Gram Sabha may impose the every Panch shall be three years from the date of his 
following taxes 

nomination , 
( a ) a tax on the rent payable under the provisions of 51 . Oath of office , - Every Panch noininated under 

the Punjab Tenancy Act, 1887 as applied to the Section 49 shall be soon as possible after his nomination 
Himachal Pradesh not exceeding one anna in a take oath of office in the manner prescribed . 
rupee of such rent ; 

52 . Resignation . A Panch many submit his resignation 
(b ) a tax on rent received by any land -owner on to the prescribed authority . 

out of land as defined in Section 4 of the 53. Removal.- ( 1) A Panch may be removed at any time 
Punjab Tenacy Act as applied to Himachal by the prescribed authority in the manner and for the 
Pradesh , not exceeding one anna in a rupee of 

reasons prescribed . 
such rent, the tax aforesaid being payable by 

( 2) A Panch removed under Section ( 1) shall not be 
the person or persons severally or jointly 

re - nominated as a Panch for a period of three years. 
recorded as land owners ; 

54 . Constitution of Benches.-- ( 1) The Sarpanch or , in 
A tax on the value of the produce of khud kasht his absence from the circle , the Panch approved by him 

land of the land-owner to be determined in the to act in this behalf shall , for the trial of each case , suit 
pregntibed manner at the rate not exceeding or proceeding , form a Bench of five panches in the follow 
six pies in a rupee ; 

ing manner ; 
( d ) a tax on registration of marriages and hirths and 

( a ) Atleast one of the panches in the Bench shall be 
on entertainments at such rates and in such 

a person who is able to record evidence and 
manner as may be prescribed ; 

proceeding ; and 


tax on tertainmay 
be 
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(b ) every such Bench shall include one Panch who (3 ) The Bench may either confirm the order or discharge 

resides in the area ot the Gram Sabha in which the notice after hearing such person and such witnesses 
the plaintiff of a suit or proceeding or the com 

as he may produce within the time fixed by the Nyaya 
plainant of a case resides and likewise one 

Panchayat. 
panch residing in the area of the Gram Sabha 

59 . Penalties.- ( 1) A Nyaya Panchayat may impose a 
in which the defendant or the accused resides 
and three Panches residing in the area of the 

fine not exceeding Rs, 100 but shall not inflict a sentence of 

imprisonment, either substantive or in default of pay 
Gram Sabha or Gran Sabhas in which neither 

ment of fine. 
party resides : 

60. Cognizance of suits. — No Court shall take cognizance 
Provided that in police cases instead of a Panch from 
the area in which the complainant in a complaint case of any case or suit which is cognizable under this Act 
resides, there shall be a Panch residing in the arca of the by a Nyaya Panchayat established for area in which the 
Gram Sabha in which the offence was committed . 

suit relates unless an order has been passed by a Sub 

Divisional Judge under Section 89 or Section 93 . 
(2 ) Notwithstanding anything contained in sub -section 

61. Transfer of Criminal proceeding to the Nyaya 
( 1 ) a suit , case or proceeding may be tried , heard , or 
decided by any three or four of the five Panches of the Panchayat in certain cases. If at any stage of the pro 
Bench and no trial, hearing or decision shall be invalid ceedings in a criminal case pending before a magistrate 

it appears that the case is triable by a Nyaya Panchayat, 
merely because only three or four of the Panches were 

he shall at once transfer the case to that Nyaya 
present at the trial. 

Panchayat , which shall try the case de novo , 
( 2 ) No Panch or Serpanch shall take part in any case , 

62 . Summary disposal of complaint. - A Nyaya 
suit or proceeding to which he or his near relation , 

Panchayat may dismiss any complaint, if after examining 
employer , employee or partner in business is a party or 

the coniplainant and taking such evidence as he produces , 
in which any of them may be personally interested . 

it is satisfied that the complaint is frivolous, vexatious or 
( 4 ) Notwithstanding anything in this section the State 

untrue. 
Government may by rules prescribe the constitution of 

63. Return of complaint. — If at any time it appears to 
special benches for determining any dispuie arising 

a Nyaya Panchayat 
between any parties or Gram Sabhas of different circles 
or for any other purpose. 

(a ) that it has no jurisdiction to try any case before 

it , or 
55 . Filling of casual vacancies. If a vacancy in the 

( b ) that the offence is one for which it cannot award 
office of a Panch arises by reason of his death , removal or 
resignation , it shall be filled for the unexpircd portion of 

adequate punishment, or 
his term in the manner prescribed and if the panch vacat ( c ) thot the case is of such # nature or complexity 
ing the office was a Sarpanch , he shall be elected in the 

that it should be tried by a regular court , it 
manner provided in Section 49. 

shall return the complaint to the complainant 

directing him to file it before the magistrate , 
56 . Territorial jurisdiction . - ( 1) Notwithstanding any 

having jurisdiction to try such case ; 
thing contained in the Criminal Procedure Code, 1898 , 
every case instituted under this Act shall be instituted 

64 . Certain persons not to be tried by the Nyaya 
before the Sarpanch of the Nyaya Panchayat of the circle Panchayat. - No Nyaya Panchayat shall take cognizance 
in which the offence was committed : 

of any offence where the accused 

(a ) has been previously convicted of an offence with 
Provided that such case may be instituted before such 

imprisonment of either description for a term 
Panch as has been authorised by the prescribed authority 

of three years or more, or 
to receive complaints in the area in which the offence 

(b ) has been previously fined for theft by any Nyaya 
was committed . 

Panchayat , or 
(2 ) Notwithstanding anything contained in the Civil 

( c) has been bound over to be of good behaviour 
Procedure Code, 1908 or in the Punjab Tenancy Act , 1887 
as applied to Himachal Pradesh , cvery suit instituted 

under Section 109 or 110 of the Code of Criminal 

Procedure, 1898 , or 
under this Act shall be instituted cither before the 
Sarpanch of the Nyaya Panchayat of the circle in which (d ) hus buen previously convicted of gambling . 
the defendant or any of the defendants, where they are 65. Compensation to the accused . — If a Nyaya Panchayat 
more than one, ordinarily resides or carries on business is satisfied after inquiry that a case brought before it was 
at the time of the institution of the suit irrespective of false , frivolous or vexatious it may order the complainant 
The place where the cause of action arose 

to pay to the accused such compensation not exceeding 
Provided that such suits may be instituted before such five rupees as it thinks fit . 
a Panch of the Nyaya Panchayat as has been authorised 

66 . Enquiry in cases forwarded by Magistrate . - - A 
by the prescribed authority to receive plaints in the area 

Magistrate may direct an inquiry to be made under 
in which the defendant or any of the defendants ordinarily 

Section 202 of the Code of Criminal Procedure , 1898 , by a 
resides or carries on business at the time of the institu 

Nyaya Panchayat in any case in which the offence was 
tion of the suit . 

committed within the territorial jurisdiction of such 
(3 ) Notwithstanding anything contained in the Punjab Nyaya Panchayat and the Nyaya Panchayat shall inquire 
Land Revenue Act , 1887 as applied to Himachal Pradesh , into the case and submit its report to the said Magistrate . 
every proceeding specified under Section 73 shall be trans- 67. Extent of jurisdiction . — ( 1 ) The jurisdiction of a 
ferred by the Tchsildar to the Nvaya Panchayat within 
the local area on which the land concerned is situated 

Nyaya Panchayat shall extend to any suit of the follow 

ing description if its value does not exceed one hundred 
and the Nyaya Panchayat shall decide such proceeding in rupees - - 
the manner prescribed : 

( a ) a suit for money due on contract other than a 
Provided that where land is included in the local area 

contract in respect of immovable property ; 
of more than one Nyaya Panchayat, the Tehsildar shall 
transfer the proceedings to the Nyaya Panchayat within 

(b ) a suit for the recovery of movable property or 
the area of which the greater part of the land is situated . 

for the value thereof ; 
57. Offences cognizable by Nyaya Panchayat. - Offences 

( c ) a suit for compensation for wrongfully taking or 
mentioned in Schedule I, if committed within the jurisdic 

injuring a movable property ; 
tion of a Nyaya Panchayat and abetment of and attempts 

(d ) a suit for damages caused by cattle trespass ; and 
to commit such offences shall be cognizable by such Nyaya ( e ) a suit under clauses ( i) & ( n ) of sub -section ( 3 ) 
Panchayat. 

of Section 77 of the Punjab Tenancy Act as 
58 . Security for keeping peace . - ( 1 ) Whenever the 

applied to Himachal Pradesh . 
Sarpanch of the Nyaya Panchayat has reason to ( 2 ) Notwithstanding any thing contained in sub - section 
apprehend that any person is likely to commit a breach ( 1) the State Government or the prescribed authority may 
of peace or disturb public tranquility , he may call upon by notification in the official gazette extend the pecuniary 
such person to show cause why he should not exrcute a jurisdiction of Nyaya Panchayat to Rs. 500 in respect of 
bond for an amount not exceeding Rs. 100 with or without any or all the suits of the description mentioned in sub 
gureties for keeping the peace for a period not exceeding section ( 1). 
15 days , 

68 . Extension of jurisdiction by agreement of the 
(2 ) The Sarpanch shall, after the issue of such notice , 

parties . - Parties to a suit may , by a written agreement, 
constitute within three days a Bench to deal with the 

refer any suit of the nature mentioned in Section 84 to 
ymatter : 

a Nyaya Panchayat for decision by it irrespective of the 

value of the suit, and the Nyaya Panchayat shall, subject 
· Provided that at least one Panch of such Banch shall to the rules prescribed acierniine and dispose of such suit 
belong to the Gram Sabha in which such person resides. under this Act . 
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69. Exclusion of Nyaya Panchayat s jurisdiction . - A 78 . Substance of the application to be recorded in 
Nyaya Panchayat shall have no jurisdiction to take register . - ( 1 ) Where a suit, or a case is instituted orally . 
cognizance of any of the following suits 

the Sarpanch or Panch receiving the application shall 
( 1) A suit or a balance of partnership account ; record without delay the prescribed particulars and take 

the signature or thumb- impression of the applicant 
( 2 ) a suit for a share or part of a share under intestacy 

thereon . 
or for a legacy or part of a legacy under a will ; 
( 3 ) A suit by or against the State or a public servant 

( 2) The Sarpanch cr in his absence such Panch as is 

mentioned in Section 77 shall thereupon or on a reference 
for acts done in his official capacity ; 

by Tehsildar appoint a Bench of the Nyaya Panchayat 
( 4 ) a suit by or against a minor , or a person of un 

under Section 54 and refer the said application to that 
sound mind. 

Bench for disposal and shall also fix a date for the first 
70 . Suits to include the whole claims. - ( 1 ) Every suit hearing of the application before the said Bench and give 
instituted before a Nyaya Panchayat shall include the notice of the said date to the applicant and to the 
whole of the claim which the plaintiff is entitled to make members thereof ; 
in respect of the matter in dispute but he may relinquish 

79. First hearing and election of the chairman of the 
any portion of his claim in order to bring it within the 

Bench . — On the date fixed for the first hearing of a suit, 
jurisdiction of the Nyaya Panchayat. 

caşe or proceeding, the Bench formed under Section 78. 
( 2 ) If a plaintiff omits to sue in respect of or relinquishes shall, unless the Sarpanch is a member of it , choose one 
any portion of the claim , he shall not afterwards sue in of their members to be the Chairman of that Bench to 
respect of the portion so omitted or relinquished, 

conduct the proceedings and shall take up the suit , case 
71. Limitation . — Every suit instituted before a Nyaya 

or proceeding as the case may be . 
Panchayat after the period of limitation prescribed there 80 . Absence of parties in suits and cases . — ( 1) If the 
for in the schedule shall be dismissed , even though plaintiff , the complainant or the applicant fails to appear 
limitation has not been set up as a defence. 

after having been informed of the time and place fixed 
72 . Effect of decision by Nyaya Panchayat.- The 

for hearing, the Nyaya Panchayat may dismiss the suit, 
decision of the Nyaya Panchayat on the question of title , 

case or proceeding or pass such order as it may deem 
legal character, contract or obligation shall not bind the 
parties except in respect of the suit in which such matter (2 ) The Nyaya Panchayat may hear and decide the suit 
is decided . 

or proceeding in the absence of the defendant or opposite 
73 . Proceedings.-- ( 1 ) The Tchsildar shall transfer to the 

party , iſ the summons have been served upon him cr if 
Nyaya Panchayat, if any, having jurisdiction , all applica 

he has been informed of the time and place fixed for 
tions : 

hearing, 
( a ) under Section 101 of the Punjab Land Revenue 

81. Nyaya Panchayat not to revise or alter its deci 

sion . — ( 1 ) Except as provided in sub - section ( 2 ) or to 
Act, as applied to Himachal Pradesh , for defin 

correct a clerical error , a Nyaya Panchayat shall have no 
ing, in accordance with the land revenue record , 

power to cancel , revise , or alter any decree or order 
the limits of any holding, field or other portion 
of an estate and the Panchayat may so define 

passed by it. 
the limits and may , for the purpose of indicat (2 ) On an application made within one month of the 
ing those , limits, require survey -marks to be date of the decree or order for knowledge thereof in case 
erected or repaired ; 

personal service of summons has not been affected a 
( b ) under Section 36 of the said Act , if the relief 

Nyaya Panchayat may , for sufficient reasons to be 

recorded , restore any suit or proceeding which has been 
required is the restoration of possession to the 

dismissed in default or in which a decree or order has 
lawful occupant who is found to have been 
wrongfully dispossessed of landed property 

been passed ex -parte , 
within a period of three months previous to the 82 . No legal Practitioner to appear. — No legal prac 
date of filing the application in the office of the titioner shall appear , plead or act, on behalf of any party 
Tehsildar : 

in any suit , case proceeding or appeal before a Nyaya 
Provided that the Tehsildar may , for sufficient reasons 

Panchayat 
to be recorded , refer any such application to the Sub 83 . Appearance in person by representative. - Subject 
Divisional Officer who shall decide whether the applica to the provisions of Section 82 any party to a suit, case 
tion should or should not be transferred to the Panchayat. or proceeding may appear before a Nyaya Panchayat 
( 2 ) A Revenue Offlcer may in a procecding under 

either in person or by such servant ( not being a tout or 

a petition writer partner rlation or friend authorized by 
Section 36 ( 2 ) of the said Act, call for a report from the 

him and permitted by the Nyaya Panchayat to represent 
Panchayat on a question of fact. 

him . 
74 . Procedure in revenue Proceedings. — In proceedings 
under the Punjab Land Revenue Act, 1887 as applied to 

84. Special jurisdiction in matters compromise , etc . 
Himachal Pradesh , the Nyaya Panchayat shall follow the 

Notwithstanding anything contained in this Act or in any 

other law for the time being in force , a Nyaya Panchayat 
prescribed procedure. 

may decide any civil or revenue dispute arising in its 
75 . Res Judicata and pending suits. — ( 1) No Nyaya 

local area and not pending in any court in accordance 
Panchayat shall try any suit, proceedings or issue in with any settlement, compromise or oath agreed upon by 
respect of any matter which is pending for decision , or the partics and likewise decide a case if compoundable . 
has been heard or decided by a court of competent 
jurisdiction in former suit between the same parties or 

85 . Procedure and power to ascertain truth .- ( 1) The 
between the parties under whom they or any of them 

Nyaya Panchayat shall receive such evidence in a suit , 
claim ; 

case or proceeding as the partics may aduce and may call 

for such further evidence as, in their opinion , may be 
( 2 ) Where a case is pending in any Court against an 

necessary for the determination of the points in issue. 
accused person in respect of any offence of where an 
accused person has been tried for any offence , no Nyaya 

( 2 ) The Nyaya Panchayat may make local investigation 
nchayat shall take cognizance of any such offence , or in the village to which the dispute relates. 
on the same facts, if any other offence of which the ( 3 ) It would be the duty of the Nyaya Panchayat tom 
accused might have been charged or convicted . 

ascertain the facts of every suit, case or proceeding before 
76 . Concurrent jurisdiction . Where a case , suit or pro- it by every lawful means in its power and thereafter to 
ceeding is maintainable in more than one Nyaya 

make such decrce , or order with or without costs , as to 
Panchayat . the plaintiff or the complainant or the appli- it may seem Just and legal. 
cant, as the case may be may bring the case , suit or ( 4 ) The Nyaya Panchayat shall follow the procedure 
proceeding in any one of such Nyaya Panchayats. Any prescribed by or under this Act. The Code of Civil Pro 
dispute regarding jurisdiction shall be decided by the cedure , 1908, the Indian Evidence Act, 1872 , the Code of 
Sub -Divisional Judge or Sub -Divisional Officer having Criminal Procedure , 1898 and the Indian Limitation Act, 
jurisdiction , as the case may be. 

1908 , shall not apply to any suit , case or proceeding in a 
77 . Institutions of suits and case. - - ( 1 ) Any person may Nyaya Panchayat except as provided in this Act or as 
institute a case , or a suit before a Nyaya Panchayat by an may be prescribed . 
oral or written application to the Sarpanch of the Nyaya 86 . Majority to prevail . In the event of any disagree 
Panchayat or to such Panch as has been appointed by the ment between the Panches , the opinion of the majority 
prescribed authority in this behalf and shall at the same shall prevail, 
time pay the prescribed fee , The Court Fee Act 1870 
shall not apply to Nyaya Panchayats except as may be 

87. Dismissal of suits , etc. -- A Nyaya Panchayat may 
prescribed . 

dismiss any suit or proceeding if after examining the 

plaintiff or the applicant it is satisfied that the suit or 
(2 ) In every suit, the plaintiff shall state its value. proceeding is frivolous , vexatious or untrue. 
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88 . Sumions to defendant or accused . - - A 

(b ) the rest of the members of the Full Bench present 
Nyaya 

at the hearing are from at least four Gram 
Panchayat after an application is made under Section 77 

Sabhas. 
shani, unless it has been dismissed or otherwise disposed 
of under the provisions of this Act, cause summons in the 93 , Revision . - ( 1) A revision from any order or decree 
prescribed form to be served in the prescribed manner on passed by a Bench or a Full Bench of the Nyaya Panch 
the defendant or the accused person or an opposite party ayat in a case or unit shall lie to the Sub - Divisional 
requiring him to attend and produce his evidence at such Judge, and in proceedings under the Punjab Revenue 
time and place as may be stated in the summons and shall Act, 1887 as applied to Himachal Pradesh , to the Sub 
at the same time direct the plaintiff or complainant or the Divisional Officer having jurisdiction in the matter . 
applicant to attend and produce his evidence at such time ( 2 ) If there has been a miscarriage of justice or if there 
and place . 

is an apprehension fo mis - carriage of justice in any case , 
89 . Failure of the accused to appear . - - ( 1 ) II the accused suit or procceding or if the Bench or the Full Bench of 
fails to appear or cannot be found , the Nyaya Panchayat the Nyaya Panchayat has exercised jurisdiction not vested 
shall report the fact to the nearest Magistrate . 

in it by law , the Sub -Divisional Judge in respect of any 

casc or any suit and the Sub -Divisional Officer in respect 
(2 ) The Magistrate shall issue a warrant for the arrest 

of any proceeding under the Punjab Land Revenue Act , 
of the accused and shall direct by an endorsement on the 

1887 as applied to Himachal Pradesh may on the applica 
warrant that if such person executed a bond with suſti 

tion of any party or on his own motion , at any time in a 
cient sureties for his appearance before himself in the 

pending case, suit or proceeding as the case may be, and 
manner provided by Section 76 of the Criminal Procedure 

within 60 days from the date of decree or order , call for 
Code 1898 , he shall be released from custody . 

the record of the case , suit or proceeding , as the case may 
(3 ) When the accused appears before the Magistrate he be from the Nyaya Panchayat and for reasons to be 
shall ask the accused whether he claims the right to be recorded in writing 
defended by a legal practitioner and record his statement. 

( a ) cancel the jurisdiction of the Nyaya Panchayat 
(4 ) If the accused claims the right to be defended by 

with regard to any case , suit or proceeding , or 
A legal practitioner , the Magistrate shall send the case (b ) quash any decree or order passed by the Nyaya 
and accused to the Sub - Divisional Judge having jurisdic 

Panchayat at any stage. 
tion in the matter . The Sub - Divisional Judge shall then 

(3 ) Where an order has been passed by the Sub 
cancel the jurisdiction of the Nyaya Panchayat with 

Divisional Judge under sub - section ( 1) in respect of any 
regard the case and try the case himself . 

case or suit , trial on complaint or otherwise in respect of 
(5 ) If the accused does not want to be defended by a the same offence, or on the same cause of action and for 
legal practitioner , the Magistrate shall direct him to the same relief may be started in the court of the Sub 
execute a bond with or without sureties to appear before Divisional Judge , having jurisdiction to try the case or 
the Sarpanch or any Panch appointed in that behalf on suit, and the period from the date of the institution of 
such date as he may direct and thereafter to continue to the suit before the Nyaya Panchayat to the date of such 
appear before the Nyaya Panchayat as directed by such order shall be excluded in computing the period of limita 
Panch or the Nyaya Panchayat : 

tion for the fresh suit. 
Provided that if the accused at any time during the ( 4 ) Where an order has been passed under sub -section 
course of the trial claims the right to be defended by a ( 1 ) by A Sub -Divisional Officer in respect of any proceed 
legal practitioner , the Nyaya Panchayat shall record his ing under the Punjab Land Revenue Act. 1887 as applied 
statement and send the case to the Sub - Divisional Judge io Himachal Pradesh , a proceeding in respect of the same 
having jurisdiction in the matter, The Sub -Divisional relief and on the same facts may be started before the 
Judge shall then cancel the jurisdiction of the Nyaya Revenue Court having jurisdiction in the matter , and the 
Panchayat with regard to the case and try it himself . 

period from the date such proceeding was pending before 
(6 ) On his failure to execute such bond , the Magistrate che Nyaya Panchayat to the date of such order shall be 
shall order the accused to be produced in custody before excluded in computing the period of limitation for the 
the Sub -Divisional Judge having jurisdiction in the matter tresh proceeding. 
on such date within fifteen days as he may direct. 

94 . Finality of the Decree or order of the Nyaya 
90 . Issue of Summons to witnesses . - A Nyaya Panch - Panchavut. -- Subject to the provisions of Sections 92 and 
ayat may , if it considers the evidence of, or the production 93. a decree or order passed by a Nyaya Panchayat in any 
of a document by , any person necessary in a suit case or 

suit, case or proceeding under this Act shall be final. 
proceeding , issue and cause to be served in the prescribed 
manner, a summons on such person to cornpol his 

95 . Frivolous applications for Revision . If any applica 
attendance or to produce or cause thc production of such 

tion under sub -section (2 ) of Section 93 is frivolous , the 
document and such person shall be bound to comply with applicant may be fined upto rupees fifty by the Sub 
the direction contained in the summons. 

Divisional Judge , Magistrate or the Sub -Divisionai Officer 
91, Penalties for failing to appear before the Nyaya 

as the case may be. 
Panchayat. - If any person who is summoned by a Nyaya 

96 . Payment or adjustment of decree to be recorded . 
Panchayat by a written order to appear to give evidence 

If on the application of the decrec-holder or the 
or to produce any document before it , wilfully disobeys 

judgement- debtor, the Nyaya Panchayat which passed the 
such summons or notice or order , the Nyaya Panchayat 

decree finds after enquiry that the decree has been 
may make a complaint to the Magistrate having jurisdic 

satisfied wholly or in part , the Nyaya Panchayat shall 
tion and the said person shall be punishable with fine record the lact ifi the prescribed register . 
which may extend to twenty - five rupees : 

97 . Execution fo decrees. - ( 1 ) A decree or order passed 
Provided that no woman shall compelled to appear in by a Nyaya Panchayat shall be executed in such manner 
person before the Nyaya Panchayat. She may be 

as may be prescribed . If the defendant s property is 
examined on commission in the manner prescribed : 

situated outside the jurisdiction of the Nyaya Panchayat 
Provided further that if a document is produced in 

passing such order or decree, it may transfer the decree 
obedience to a summons issued under this section , the 

or order for execution in the prescribed manner to the 
Nyaya Panchayat shall cause the document to be copied , 

Nyaya Panchayat within whose jurisdiction the property 
mark the copy, after comparing with the original, to be 

may be situated , and if there be no such Nyaya Panchayat 

then to the Court of the Sub -Divisional Judge within 
true copy and return the original document to the person whose jurisdiction it may be situated . 
producing the same. 
92 . Appeal. - ( 1) An appeal against any order or decision 

( 2) If a Nyaya Panchayat finds any difficulty in execut 
of a bench of the Nyaya Panchayat shall be preferred 

ing a decree , it may forward the decree to the Sub 
within a period of 30 days after the date of passing of 

Divisional Judge, and the Sub - Divisional Judge shall then 
such order or decision to the Full Bench of the Nyaya 

exccute the decree as if it were a decree passed by him , 
Panchayat consisting of the Sarpanch and all the panches ( 3 ) An order under the Punjab Land Revenue Act. 1887 
of the circle and shall be heard by it in the prescribed as applied to Himachal Pradesh , shall as far as possible , 
manner , 

be executed as provided in sub - section ( 1) and ( 2 ), Sub 
( 2 ) Notwithstanding anything contained in sub -section 

section ( 2 ) shall be read and construed as if for the words 
( 1 ) an appeal may be heard or decided by nine or more 

" Sub -Divisional Judge ” the words " Sub - Divisional 
of the Panches of the Full Bench of the circle and no 

Officer " were substituted . 
hearing or decision shall be invalid merely because of the 

98. Recovery of fines.-- The fine imposed in a case by a 
presence of only nine or more of the Panches at the Nyaya Panchayat shall be recoverable in the manner 
hearing ; 

provided in Section 386 of the Code of Criminal Pro 
Provided that 

cedure, 1898 . If the Nyaya Panchayat finds any difficulty 

in its recovery , it may request the Sub -Divisional Judge 
(a ) at least three of the panches of the bench which within whose jurisdiction the circle of the Nyaya 

decided the case , suit or proceeding are present Panchayat lies to recover it and he shall recover it as it 
at the hearing ; 

the sentence of fine had been passed by him , 
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Panchayat may impade , callings 


CHAPTER VII 

110 . Taxation . - (1 ) Subject to the general or special 

orders that the State Government may make in this 
Tehsil & Zilla Panchayat 

behalf and subject to the rules made by the Zilla 
99. Constitution of Tehsil Panchayat and Zilla Panchayat under this Act in this behalf the Zilla 
Panchayjat, — The State Government shall by notification Panchayat may impose any of the following taxes . 
establish a Tehsil Panchayat and a Zilla Panchayat for 

( a ) a tax on trade , callings, and professions , 
each Tehsil and Zilla . 

( b ) a tax on fairs , 
100 . Number of members. — The number of members of 

( c ) a tax on conveyanco , vehicies and beasts of 
a Tehsil Panchayat or a Zilla Panchayat shall be between 

burden . 
six and forty as may be prescribed by the State Govern 

(2 ) Notwithstanding anything contained in sub -section 
ment, 

( 1) no tax shall be imposed except with the previous 
101. Appointment and election of meinbers of Tehsil sanction of the State Government. 
Panchayut. - A Tehsil Panchayat shall be constituted of 111. Reduction or remission of taxes. - A Zilla Panchavat 
( a ) members appointed by the State Government may reduce or remit any tax payable by any person on 

cither by name or by official designation ; the ground of his poverty or lack of means. 
1b ) elected members , one member being returned by 11 . Zilla Fund. There shall be a Zilla Fund for each 

each Gram Panchayat, Municipal Committee, Zilla Panchayat and shall be constituted as below - -- 
and Notified Area Committee of the Tehsil as 

( a ) tax imposed by the Zilla Panchayat, 
its rapres - ntative in the Tehsil Panchayat : 
Provided that the number of the appointed members 

(b ) grants by the Government, and 
shail not exceed twenty five per cent. of the total number ( c ) donations and other receipts. 
of members of the Tehsil Panchayat . 

113 . Expenditure . The expenses of the Tehsil Panch 
102 . Appointment and Election of members of Zilla ayat or the Zilla Panchayat shall be charged to the Tehsil 
Panchoyat, - A Zilla Panchayat shall be constituted of - und or the Zilla Fund as the case may be. 
( a ) members appointed by the State Government by 114 . Stafi . - The Tehsil Panchayat or the Zilla Panch 
name or oficial designation ; 

ayat may appoint any number of servants for carrying out 
( b ) clected members — the nurnber to be returned by the functions of the Tchsil Panchayat or the Zilla 

each Tehsil Panchayat of the district as its Panchayat , as the case may be . The power of dismissal, 
representative in the Zilla Panchayat being as 

discharge und punishment of the servants so appointed 
prescribed : 

shall vest in the Panchayat by which they have been 

appointed . 
Provided that the nurnber of appointed members shall 
not exceed forty per cent. of the total number of members 115 . Duties of Tehsil Panchayat. - The Tehsil Panchayat 
of the Zilla Panchayat. 

shall, subject to the rules made in this behalf and in so 
103 . President.---( 1) The Tehsildar shall function as the 

far as its funds may allow , perform the collowing 
President of the Tehsil Panchayat and the Deputy Com - a 
missioner as the President of the Zilla Panchavat. 

( a ) holding Panchayat conferences, 
(2 ) In the absence of the Tehsildar or the Deputy Com 

(b ) arrangement for adult cducation , 
missioner , the Tehsil Panchayat or the Zilla Panchayat , 
as the case may be, shall elect a President for the meeting. 

( c ) establishment and maintenance of liberaries . 
104. Quorum .. For a meetins ni the T -hsil Panchayat 

reading rooms, etc . 
or the Zilla Panchayat one third of the iotal number of (d ) organisation of centre for the training of Panches, 
members of the Tehsil Panchayat or Zilla Panchayut, as (e ) other duties as may be prescribed . 
the case may be, shall form the quorum : 

116 . Duties of Zilla Panchayat.- The Zilla Panchayat 
Provided that no quorum shall be necessary for a shall subject to the rules made in this behalf and in so 
meeting adjourned for want of quorum . 

far as its fund may allow , perform the following duties 
105 , Term of office of members. The term of office of 

( a ) the management of all property vested in the Zilla 
a member of the Tehsil Panchayat or the Zilla Panchayat 

Panchayat ; 
shall bc three years : 

( b ) construction , rcpair and maintenance of public 
Provided that the term of the office of a member 

roads and other means of communications ; 
appointed or clected to fill a casual vacancy shall be the 
unexpired portion of the term of the person in whose ( c ) the establishment, management, maintenance and 
place he has been appointed or elected . 

visiting of public hospital, dispensary , dharm 
106 . Meetings.- - ( 1) The Tehsil Panchayat will ordinarily 

shala and schools and the construction and repair 

of all buildings conn . cted with these institu 
meet once a month . 

tions ; 
(2 ) The Zilla Panchayat will ordinarily meet once a 
quartei , 

(d ) the supply , storage and preservation from pollu 

tion of water for drinking and bathing purposes ; 
( 3 ) A meeting of the Tehsil Panchayat or Zilla 
Panchayat may be called at any time by the Tehsildar or 

( e ) the planting and preservation of trees ; 
the Deputy Commissioner , as the case may be on his own ( f) the establishment, maintenance , visiting and 
motion or on the requisition of at least five members of 

management, of markets and other public insti 
the Panchayat. 

tutions, and the construction and repairs of build 
107. Local Rate. - ( 1 ) Except as hereinfore provided all 

ings connected with these institutions, 
land shall be subject to the payment of a rate , to be called ( g ) the constructions and repairs of cmbankment and 
the local rate at twenty per cent. of the land revenue. 

supply , storage and control of water for agri 
which shall be payable and recoverablc along with the 

cultural purposes ; 
land revenue . 

( h ) the prescrvation and reclamation of soil, and the 
(2 ) State Government may by notification - 

drainage and reclamation of swamps ; 
( a ) exempt any land or class of land from the levy of ( i) the maintenance of famine preventive works, relief 
the local rate , or 

works, relief houses and such measures in time of 
( b ) in respect of the whole or in part of the arca 

famine or scarcity as may be entrusted to the 
subject to th ? authority of Tehsil Panchayat, 

charge of the Zilla Panchayat by the State 
abolish or reduce , or on the recommendation of 

Government, and 
the Tehsil Panchayat, increase the local rate , (j) olher duties as may be pr . scribed . 
108. Appropriation of proceeds of local rate . The pro 117. Licences. - A Zilla Panchayat may by a special reso 
coeds of the local rate levied in cach Tehsil shall be lution , and wher required by State Government, shall 
allotted to the Tehsil Panchayat established for the Tehsil make by -laws applicable to the whole or any part of the 
under this Act . 

district consistent with this Act and with any rule for 
109 . Tehsil Fund -- There shall be a Tehsil Fund for ( a ) imposing the obligation of taking out licences on 
each Tehsil Panchapat and shall be constituted as below 

the proprietors or drivers of vehicles other than 
( a ) contribution from Gram Panchayats of the 

motor vehicles , boats , or animals kept for play . 
Tehsil, 

ing for hire , or on persons who carry loads on 
( b ) local rate , 

payment within the limits of their district and 

fixing the fees payable for such licences and 
( c) grants by the Government, ana 

the conditions on which they may be granted 
( d ) donaticn and other receipts . 

and revoked , and 
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( b ) limiting the rates which may be demanded for 

CHAPTER IX 
the hire of a carriage, cart, boat and other con 

Penalties & Procedure 
veyance or of animals hired to carry loads or 

121. Penalty for infringement of the provisions of the 
for the services of the person hired to carry 

Act. Whoever contravenes any provision of this Act , shall 
loads and the loads to be carried out by such 

be punishable , unless otherwise prescribed , with fine , which 
conveyance , animal or person . 

may extend to ten rupes, and when the breach is a 
CHAPTER VIII 

continuing one with a further fine which may extend to 
External Control 

one rupee for every day after the first conviction during 

which an oflender is proved to have persisted in the 
118 . Inspection , dissolution of Panchayats and Commit 

offence . 
tees & removal of a member . - The State Government 
may 

122 in ringement of rules and bye - laws.----111 making a 
( a ) cause to be inspected any immovable property rule the Stute Government and in making a bye -law a 

owned by a Gram Sabha, used or occupied , by Gram Panchayal ciri Zilla Panchayat may, with the 
a Gram Panchayat , Tehsil Panchayat, Zilla sanction of ih prnscribed authority , direct that a breach 
Panchayat , Joint Committee or any work in of it shall be punishable with fine which may extend to 
progress under the direclions of such Gram 

ten rupees , and when the breacli is a continuing one with 
Panchayat, Tehsil Panchayat, Zilla Panchayat, a fuirli . ET lina which may extend to one rupee for ( vary 
or Joint Committee ; 

day and er thu datt of the first conviction during which 

the offender is proved to have persisted in the offence . 
( b ) by an order in writing call for and inspect a 
book or document in the possession or under 

123. Penalty for trumpering with the Panchayat s 
the control of Grarı Pancha, at. Tehsil property . - ( 1 ) Whoever removes , displaces or makes an 
Panchayat, Zilla Panchayat or a Joint Com alteration in or otherwise interieres with any pavement, 

gutter or other material of a public street , or any fence , 
mittee ; 

wall or post thercof, or a lamp post or bracket, direccion 
( c ) by 211 order in writing require a Gram Panchayat, post, stand post, hydiunt, or other such property of the 

a Tehsil Panchayai, a Willa Panchayat or u Joint Gran Sabha without the written sanction of the Gram 
Committee to furnish such statements , reports Panchayat or other lawful authority shall be punishabl. 
or copies of documents , relating to the proceed with fine which may extend to ten rupees . 
ings or duties of the Gram Panchayat, Tehsil 

( 2 ) īc through any act , neglect, or default on his part, 
Panchayat, Zilla Panchayat, or such committee 

a person has incurred a penalty imposed by sub -section 
as it thinks fit , 

( 1) und has caused any damage to the property of the 
(d ) record in writing for the consideration of a Gram Gram Saoha, Tchsil Panchayal, or Zilla Panchayat, the 

Panchayat, Tehsil Panchayat, Zilla Panchayat or person incurring such penalty shall be liable to make 
Joint Committee any observation which it thinks good sich damage as well as to pay such penalty , and the 
proper in regard to the proceedings or duties damages may be recovered from the oflender in the pres 
ol such Gram Panchayat , Tehsil Panchayat, Zilla cribed manner , 
Panchayat or Joint Committee ; 

124. Arrears of tot, penalty and recovery . - ( 1) Where 
( e ) institute any enquiry in respect of any matter any person liable to pay any tax imposed under this Act 

relating to it Gram Sabha , Gram Panchayat, is in default in making a payment of the tax , the Pan 
Nava - panchavat Tehsil Punchayat or Zilla chavat which imposed the tax may in its discretion direct 
Panchayat ; and 

that in addition to the 2m0unt of the arrears a sum at 

the maximum rate of live per cent of the amount of the 
( f ) dissolve any Gram Panchayat , Tehsil Panchayat, arrears for very day of default not exceeding that 

Zilla Panchayat or Nyaya Panchayat or Joint amount shall be recovered from him by way of penalty . 
Coramittee, or remove or suspend a member 

Provided that the penalty may, for sufficient reasons 
thereof if in the opinion of the State Govern 

to be recorded, be waived by the Panchayat imposing the 
ment such Grain Panchayat, Tehsil Panchayat, 

fax . 
Zilla Panchayat, Joint Committee, Nyaya Pan 
chayat or a inember has abused its or his ( 2 ) The President of the Panchayat imposing the tax 
position or has continuously failed to perform may forward to th : Collector a certificate under his 
the duties imposed by the Act or any rule made signature specifying the amount of the arrears of the tax 
thereunder , 

due from any person liable to pay it, and the Collector 

on receipt of such t rtificate , shall proceed to recover the 
119 . Prohibitory order . - ( 1 ) The prescribed authority or 

amount specified therein as arrears of land revenue. 
any other officer specially empowered in this behalf by 
the State Government on intormation received or on his ( 3) Any sum imposed by way of penalty shall be 
own initiative , may by order in writing prohibit the exe recoverable in the manner provided for the recovery of 
cution for further execution of a resolution or order pass- arrears of tax . 
ed or made under this or any other enactment by a Gram 

125 . Disobedience to notice issued . If a notice has been 
Sabha , Gram Panchayat, or a Tehsil Panchayat , Zilla 

given to a person under the provisions of this Act or of 
Panchayat, e Joint Committee or any officer or seryant 

any rule or bye- law mads thereunder to a person requir 
thereof , ik in his opinion , such resolution or order is of d ing him to execute y Work in resrect of any property 
nature as to cause or likely to cause obstruction annoy 

immovable or movable , public or private, or to provide or 
ance or injury to the public or to human lite health or refrain from doing an thing within a time specified in 
salety , or riot or affra . It may prohibit the doing or the notice , and such person fails to comply with the 
continuance by any person of any act in pursuance of or notice . then 
under cover of such resolution or order. 
( 2 ) Where an order is made under sub- section ( 1 ) a 

(a ) the Gram Panchayat, Tehsil Panchayat or Zilla 

Panchayat may cause such work to be executed 
copy thereof, with a statement of the reasons for making 

or such thing to be provided or done, and may 
it, shall forthwith be forwarded by the prescribed authority 

recover all expenses incurred by it on such 
or the aforusaid officer to the State Government which 
may after calling for an explanation from the Gram 

account from the said person in the prescribed 

manner ; and 
Sabha , Gram Panchavat, Tehsil Panchayat , Zilla Pan 
chayat , or the officer or servant thereof and considering ( b ) such person shall also be liable on conviction 
the explanation , if any, made by it. rescind , modify or 

before a magistrate , to a fine which may extend 
confirm the order . 

to ten rupees and in case of a continuing breach 
(3 ) Where the execution or further execution of a reso 

of a further f1179 which may extend to one rupee 
lution or order is prohibited by an order made under sub 

for each day after the date of the first convic 
section ( 1 ) and continuing in force , it shall be the duty 

tion during which the offender is found to have 
of the Gram Sabha , Gram Panchayat, Tehsil Panchayat , 

porsisted in the offence ; 
Zilla Panchayat or Joint Committee. or any officer or 126 . Notice not to be inclid .- - No notice shall be invalid 
servant thercol, if so required by the authority making on account of any defcet or omission in its form , 
such order to take any action which it would have been 

127. Appeals to prescribed authority . - ( 1 ) Any person 
entitled to take, if the resolution or order had never been 

aggrievr by an order or direction made by a Gram Pan 
made or passed and which is necessary for preventing 
any person from doing or continuing to do anything 

chayat, Tehsil Panchavat us a Zilla Panchayat, under the 

Act or under any rule or bye -law may . unless otherwise 
under cover of the resolution or order of which the 
further execution is prohibited . 

prescribed , within thirty days from the date of such 

direction or order , exclusive of the time requisite for 
120 . Delegation of powers. - The State Government may obtaining a copy thereof, appeal to the prescribed authority 
delegate all or any of its powers in this Act to any officer which may vary , set aside or confirm the said order or 
or authority subordinate to it subject to such conditions direction and may also award costs to or against the 
and restrictions as it may deem fit to impose . 

person filing the appeal. 
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( 2 ) The prescribed authority may, if it thinks fit , extend 133 . Power and duties of police in respect of offences and 
the period allowed by sub - section ( 1) for appeal. 

assistance to Panchayats. - Every police officer shall give 

immediate information to the Panchayat of an offence 
(3 ) The decision of the prescribed authority under sub 

coming to his knowledge which has been committed 
section (1 ) shall be final and shall not be questioned in 

against this Act or any rule or bye- law made thereunder 
any Court of law . 

and shall assist all members and servants of the Panchayat 
128 . Suspension of prosecution in certain cases . — When in the exercise of their lawful authority . 
an appeal under Sec . 127 has been filed against an order 

134 , Dispute between local authorities. -- If any dispute 
or direction any proceeding to cnforce such order or 

arises between two or more Panchayats or between a Pan 
direction or any prosecution for the breach thereof may , 

chayat and the Notified Area, Town Area or a Municipal 
by order of the prescribed authority , be suspended pend . Committee, it shall be referred to the prescribed authority 
ing the decision of the appeal, and it such order or direc 

whose decision shall be final and shall not be questioned 
tion is set -aside on appcal, disobedience thereof shall not 

in any court of law . 
be deemed to be an offence , 

CHAPTER X 
129 . Power to compound offences. ( 1) Subject to any 
rule made in this behalf, a Gram Panchayat, Tehsil Pan 

Rules, Bye-laws and Repeals 
chayat, or Zilla Panchayat may , cither before or after the 
Institution of any case, compound an offence against this 

135 . Power of State Government to make rules.- ( 1) The 
Act or any rule or bye- law made thereunder on payment 

State Government may subject to the condition of previous 
of such sum in cash to the Gram Panchayat. Tehsil Pan - publication by notification in the official Gazette , make 

rules consistent with this Act to carry out the purposes 
chayat or Zilla Panchayat as may be prescribed . 

of this Act. 
( 2 ) When an offence has been compounded the offender, 

( 2 ) In particular and without prejudice to the generality 
If in custody , shall be discharged and no further proceed 

of the foregoing power such rules may provide for 
ings shall be taken against him in respect of the offence 
so compounded . 

(i ) uny matter for which power to make provision is 

conferred expressly or by implication on the 
( 3 ) All sums paid by way of composition under this 

State Government by this Act ; 
section shall be credited to the Panchayat Fund . 

( li ) the establishment of Gram Sabha , Gram Pan 
130 . Entry and Inspection . - ( 1) The President of the 

chayat, _ Tehsil Panchayat, Zilla Panchayat and 
Gram Panchayat or the Tehsil Panchayat or Zilla Pan 

Nyaya Panchayat ; 
chayat and, if authorized in this behalf by the Panchayat, 

(iii ) the time and place of the meetings of Gram 
any other member , officer, or servant of the Panchayat 
may enter into or upon any building or land , with or 

Sabha , Gram Panchayat, Tehsil Panchayat, Zilla 

Panchayat and Nyaya Panchayat and the manner 
without assistants or workmen , in order to make an 
Inspection or survey or to execute a work which a Gram 

of convening meetings and giving notice there 

of ; 
Panchayat, Tehsil Panchayat or Zilla Panchayat is 
authorized by this Act or by rules or bye - laws made (iv ) the conduct of proceedings including the asking 
thereunder , to make or cxecute , or which is necessary for 

of questions by members at meetings and the 
a Gram Panchayat for any of the purposes or in pursuance 

adjournment of meetings and also minute books 
of any of the provisions of this Act or of rules or bye - laws, 

of meetings ; 
to make or execute . 

( v ) the establishment of committees and the determi 
Provided that , 

nation of all matters relating to the constitu 
( a ) except when it is in this Act or rules or bye -laws 

tion and procedure of such committees ; 
otherwise cxpressly provided , no such entry shall ( vi) the suspension and removal of office bearers ; 
be made between sunset and sunrise, and 

( vii) the records and registers that shall be main 
( b ) except when it is in this Act or in rules or bye 

tained by Gram Panchayat, Tehsil Panchayat, 
laws otherwise expressly provided , no building 

Zilla Panchayat or Nyaya Panchayat and the 
which is used as a human dwelling shall be so 

form in which they are to be maintained ; 
entered save with the consent of the occupier 

( viii) the action to be taken on the occurrence of a 
thereof and without giving the said 

vacancy in the executive committee, joint com 
occupier not less than four hours previous 
written notice of the intention to make such 

mittee , any other committee and Nyaya Pan 

chayat ; 
entry. 

( ix ) the authority by which disputes in relation to 
( 2 ) Due regard shall always be had to the social and 

appointments to executive committee , joint 
religious usages of the occupants of the premises entered . 

committee , any other committee or Nyaya Pan 
Sufficient notice shall in every instance be given even 

chayat may be decided and the procedure to be 
when any premises can otherwise be entered without 

followed therein ; 
notice to enable the inmates of any apartment appropri 
ated for females to remove to some part of the premises 

( x ) the amount and nature of security to be furnished 
where their privacy shall not be disturbed . 

by a servant of a Panchayat from whom it is 

deemed expedient to require security ; 
131, Suits against Gram Sabha, Gram Panchayat, Tehsil 
Panchayat or Zilla Panchayat or its ollicers , - ( 1 ) No suit ( xi ) appointment, qualification , dismissal, discharge, 
or other legal proceedings shall be instituted against a 

removal, and punishment and other matters 
Gram Sabha, a Gram Panchayat, a Tehsil Panchayat or a 

relating to the conditions of service , leave , 
Zilla Panchayat or against a member , officer, or servant of 

transfer , pay and privileges, of the servants of 
tha Gram Panchayat or Tehsil Panchayat or Zilla Pan 

Panchayats and their right of appcal ; 
chayat or against any person acting under its or his 

( xii) management and regulation of provident fund 
direction for any thing donc or purporting to have been 

for the servants of a Panchayat if the system of 
done in his official capacity under this Act, until the ex 

provident fund is adopted by any Panchayat ; 
piration of two months next after notice in writing has 
be n , in the case of a Panchayat, delivered in or left at 

( xiii) the establishment, maintenance and manage 
the office of the Panchayat and in the case of a member , 

ment of hospitals and schools and the construc: 
officer or servant or any person acting under his direction 

tion and repair of buildings thereof ; 
or the direction of the Panchayat, delivered to him or left 

( xiv ) the establishment, administration and control 
at his office or place of abode , explicitly stating the 

of libraries , reading rooms; dispensaries en 
cause of action , the nature of the reliefs sought, the 

trusted to a joint committee, Tehsil Panchayat 
amount of compensation , if any, claimed, and name and 

the construction and repairs of buildings con 
place of abode of the intending plaintiff, and the plaint 

nected therewith and the supply of medicine 
shall contain a statement that such notice has been so 

and medical assistance to the poor inhabitants 
delivered or left. 

of the local area of a Gram Sabha ; 
(2 ) No action , such as is described in sub -section (1 ), 

(xv ) the discovery . removal and destruction of 
shall be commenced otherwise than within six months next 

water hyacinth , and grass or other wild growth 
after the accrual of the cause of action . 

on any land , premises or water, the construc 
132. Protection to Panchayat. - (1 ) The provisions of the 

tion of fences and barriers for checking its 
Judicial Officers Protection Act , 1850, shall apply to the 

movements and the cost incurred in carrying 
members of Nyaya Panchayat . 

out such works ; 
( 2 ) No suit or prosecution shall be entered in any court 

(xvi ) action in regard to the sanitation , conservancy , 
against a Panchayat any member or officer thereof or any 

drainage, buildings, public streets and water 
person acting under its or his direction in respect of any 

supply and the prohibition of public nuisance 
thing in good faith done or intended to be done under this 

(xyii ) the framing of budgets and earmarking of 
Act or any rule or bye-law made thereunder . 

funds for specific purposes ; 


in muildings 
,hibition of 
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( xvill ) the return to be submitted by Panchayats and ( XLII ) the regulation of the election of the members 
Nyaya Panchayat in the form in which they are 

of the Panchayat in order to secure representa 
to be , the authorities to which and the time 

tion of the Scheduled Castes and women ; and 
when they shall be submitted ; 

( XLIII) generally for the guidance of Panchayats , 
( xix ) the levy of taxes and licence fees , the authority 

Nyuya Panchayats , Joint Committees , other 
by which and the manner in which the taxes 

Committees , servants of the Government and 
may be assessed and the authority to which the 

other authorities in any matter connected with 
taxes may be assessed and the authority by 

the carrying out of the provisions of this Act. 
which an appeal from an assessment order may 
be made ; 

136 . Power of prescribed authority to frame bye -laws. -- 

The prescribed authority may , and when required by the 
( xx ) the method and time of payment of taxes and 

State Government, shall make bye- laws for the Pan 
other dues, the procedure of recovery and the 

chayat within its jurisdiction consistent with the Act and 
authority whose assistance may be taken by 

the rules made thereunder for the purpose of promoting 
Gram Panchayats in the recovery of taxes and 

or maintaining the health , safety and convenience of per 
dues ; 

sons residing within the jurisdiction of a Panchayat and 
( xxi) the methods of account keeping by Panchayats ; for furtherance of administration of the Panchayats under 
(xxii ) the maintenance of public and nazul land ; this Act. 
( xxiii) the formalities to be observed when transfer - 137. Powers of Panchayats to frame bye -laws. - ( 1) 

ring any property and the manner in which a Subject to the provisions of this Act and rules made 
deed of contract may be executed by a Pan - thereunder and the_ bye-laws, if any, made by the pres 
chayat ; 

cribed authority , a Panchayat may frame bye -laws : 
( xxiv ) powers of auditors, inspecting and superin (a ) to prohibit the removal or use of water for drink 
tending authorities to hold inquiries , summon 

ing purposes from any source which is likely 
ing and examining witnesses , compelling the 

to cause danger to health and to prohibit the 
production of documents and all other matters 

doing of anything likely to contaminate any 
connected with audit , inspection and superin 

source of drinking water ; 
tendence ; 

( b ) to prohibit or regulate the discharge of water 

from any drain or premises on a public street 
(XXV ) the issue, service or execution of summons, 

or into a river , pond , tank , well or any other 
notices and other processes of Nyaya Panchayat 

place ; 
and issue and service of notices by Panchayat ; 

( c ) to prevent damage to public streets and Pan 
(xxvi ) the transfer by a Nyaya Panchayat of sum 

chayat property ; 
mons and other processes to another Nyaya Pan 
chayat or any court for service or execution ; (d ) to regulats sanitation , conservancy and drainage 

in the area of a Panchayat ; 
( xxvii) the fees to be levied by Nyaya Panchayat for 

institution of suits and cases , for issue of pro ( e ) to prohibit or regulate the use of public streets 
cesses, for obtaining copies of documents and 

or other public places by shop -keepers or other 
other matters ; 

individuals or collection of market tolls on 

public streets ; 
(xxviii) the court-fees and other fees payable where 

a Nyaya Panchayat , with the consent of parties ( f) to regulate the manner in which tanks , ponds and 
entertains a suit which is otherwise beyond its 

cess -pools , pasture land , playground , manure 
jurisdiction ; 

pits, land for disposal of dead bodies and bath 

ing places shall be maintained and used ; 
( xxix ) the procedure for execution of a decree , order 

(g ) to prescribe , regulate , prohibit and present any 
and a sentence passed by Nyaya Panchayat ; 

other matter as may be prescribed . 
( XXX ) the allotment by Panchayats of funds for the ( 2 ) The draft of bye -laws framed by Panchayats shall 

performance by Nyaya Panchayats of their be publish : d in the prescribed manner , Any objection 
duties under this Act and the extent to which received thereto shall be considered at the mecting of a 
fees paid to Nyaya Panchayats may be appro - Panchayat and the bye-laws shall then be submitted to 
priated by Gram Panchayats ; 

gether with the objections, if any , received and the de 

cisions taken thereon to the prescribed authority . The 
( xxxi) the powers that may be exercised by any 

bye-laws as sanctioned by the prescribed authority shall 
prescribed authority in the discharge of their 

come into force after they have been published in the 
obligations under this Act and the manner in 

prescribed manner , 
which such powers may be exercised ; 

138 . Repeal and transitory provisions. - - ( 1 ) On and from 
(xxxii) the procedure to be observed in the making 

the date on which the Gram Sabha is established in any 
of bye- laws by prescribed authority for a Pan - area under this Act 
chayat or by a Panchayat ; 

(a ) The Punjab Village Panchayat Act 1939 as ap 
( xxxiii) prescribing and printing of forms and re 

plied to Himachal Pradesh shall be deemed 
gisters ; 

to be repealed in respect of such area and the 

Panchayat, if any , established thereunder 
(xxxlv ) the submission for approval of plans, designs , 

in such area shall be abolished , its fund and 
specifications and estimates ; 

other properties shall vest in , and its llabilities 
(xxxv ) the duties, powers and functions of village 

shall be transferred to such Gram Sabha , and 
volunteer forces ; 

cases and suits, if any pending on such date 

before that Panchayat shall be transferred to a 
( xxxvi) the submission of annual reports by Par 

Nyaya Panchayat if any, established in that 
chayats and their review ; 

area , or where no such Nyaya Panchayat exists 

to the Criminal or Civil Court, as the case may 
( xxxvii) persons, other than members of Panchayats 

be, of lowest grade having jurisdiction therein : 
who may be present in any advisory capacity in 

Provided that where in the area of any Panchayat 
meetings of Panchayats ; 

established under the Punjab Village Panchayat Act , 1939 
(xxxyiii) channel of correspondence between a Pan 

as applied to Himachal Pradesh , more than one Gram 
chayat and other authorities ; 

Sabha have been established the fund , properties , and 

llabilities of such Panchayat shall be distributed among 
(xxxix ) disposal of assets and liabilities of a Pan such Gram Sabhas in accordance with the prescribed 
chayat on its abolition ; 

rules . 
( XL ) the action to be taken on the inclusion of the (b ) The Punjab District Board Act, 1883 as applied 
whole or part of the local area of any Gram 

to Himachal Pradesh shall be deemed to be 
Panchayat in any municipality, notified area , 

rcpealed in respect of the districts to which this 
town area , or cantonment, and the manner in 

Act has been made applicable , and the District 
which the assets and liabilities of the Gram 

Board if any established thereunder in such 
Panchayat may be disposed of in such circum 

district shall be abolished . Its funds and other 
stances ; 

properties will vest in and its liabilities shall 

be transferred to such Zilla Panchayat, if any 
( XLI) the conditions subject to which sumst due to a 

established in that District , and where no such 
Panchayat may be written off as irrecoverable , 

Zilla Panchayat exists to the Collector of the 
and the conditions subject to which the whole 

District for being utilized for the benefit of the 
or any part of fee may be remitted ; 

District. 
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( Part III - 810. 
SCHEDULE - I. 

Bill No. XII of 1952 

HIMACHAL PRADESH LANGUAGE ( BILLS AND 
No Namo of Act Codo 

Offonoo Sootlon 

ACTS ) BILL OF 1952 

( As introduced in the Legislative Assembly ) 
1 Indian PoolCode Committing atray 

100 
Abeoonding to avoid sorvloo of summon or 172 
other propeadings of tho Panobayat. 

Впы . 
Non -attendance in obodionoo to an order 174 
from pabllo servant. 

to prescribe the language for use in Bills and Acts 
Rofusing onth or afirmation when duly ro 

170 

Preamable.-— Whereas clause 3 of Article 348 of the 
quired by a publio sorvant. 
Iatontional Insult or interruption to publlo 

Constitution of India provides inter alia that language 
kortant nitting in judiolal prooooding in 

for use in Bills introduced in , or Acts passed by the 
so far as it may folato to Nyay Panoba 

Legislature of a State , may, after the Legislature has so 
yat. 
Offonode relating to woight ond more 

prescribed , be other than the English language : 
montioned in Chapter XIII . 

It is hereby enacted as follows : 
. . Dobling the water of publlo spring or ro 

1. Short title and cominencement.- ( 1) This Act may 
sorvoir 
Driving or riding on a way so rashly or noge 279 

be called the Himachal Pradesh Language (Bills and 
Ugently to endangor hamen lifo ato . 

Acts) Act, 1952. 
Dangor of ubetruction in public way or Udo 
of navigation 

( 2) It shall come into force at once. 
Dooling with fire or any combustiblo mat. 

2. Hindi to be used in Bills and Act 
tor so as to ondanger human lifo oto . 
Dealing with any explosive aubatanoo so u 

286 

The language for use in Bills introduced in , or Acte 
to ondanver human life sto. 

passed by , the Legislature of the State of the 
Oloitting to guard againat probablo danger 288 

Himachal Pradesh shall be Hindi written 
to human lifo from a building over whloh 

in 
A person has right to pull down or ropair, 

Devnagri script. 
Nogligont conduot with respeot to any animal 280 
Comuutting & publio pulsanoe . 

. 

200 
. . Obaqono Acts and Song 

- 

294 

STATEMENT OF OBJECTS AND REASONS 
Do . i Voluntarily causing hurt on provocation 
Doing any act whioh ondangons human life 338 

Under clause 3 of Article 348 of the Constitution of 
or the penonal safety of others , 

India the Legislature of a State may prescribe any 
Assault or use of orimjnal force to a WODAR 
with Intent to outrage her modesty . 

language other than the English Language for use in Bulls 
Wrongfully rostraining any person 

introduced in or Acts passed by the Legislature . This bill 
Amanult or use of oriminal foron otherwloo 

consequently seeks to prescribe that the Language for 
than on gravo provocation . 
Amault or use of oriintnal force on gravo 

Bills introduced in , or Acts passed by , the Legislature of 
And suddon provoostion . 

the State shall be Hindi written in Devnagri script, 
Dishonoat minappropriatlon 
Criminal breeoh of trust 

SIMLA : 

Y . S . PARMAR 
Duhonestly receiving stolon proporty 

Dated the 

1952 . 
Choating and inducing delivery of property 
- Mirohjof when tho damage or los mund 

M . CHANDRA , 
dood not oxooed Bfty rupees in value. 
Minchief by Hlling or maiming cattlo eto. 

Secretary (Judicial, 
of any value of Ro , 80 /-, 
. . Criminal tropas 

House troupes 
Adultery 

Bill No. IX of 1952 
Entlong or taking away or dotalning with 

PUNJAB TENANCY (HIMACHAL PRADESH 
# orlminal intent e married woman . 
Lowolt ntonded to provooste broach of posoo 604 

AMENDMENT) BILL , 1952 
Punishmodt for criminal intimidation oto. 

008 
. . Uttering Any word or making any gestore 

( As introduced in the Legislative Assembly ) 
intondod to Inault the modosty of no 
man . 
Mlo-condaot in poblio by * drankon pornon 810 

BILL 
The Vaccination Punishment of offonov euthred by ülausos 21 
Aot 1880 (Aot, (a ) (b ) sod (d ) of Spoklon 22, 

to amend the Punjab Tenancy Act in its application to the 
I of 1880 ) 

Ooopt 

Himachal Pradesh 
, Pleon e , 

Preamble . - -Whereas it is expedient to amend the 
* Cattle Trup Fordlbly oppowing tho wolzuru of outtle or 24 Punjab Tenancy Act, 1887 in its application to the 
20h, 1871 . tokouing tho name. 

Himachal Pradesh in the manner hereinafter appearing ; 
. Caming damage to land or prope or publlo 
ronde by pigs. 

It is hereby enacted as follows : 
Prevention of Popelty for oraplty to animal in publio 
Cruelty to Ant pleoo And for sale in much place of mol 

1. Short title , extent and commencement.- - ( 1) This Act 
ma Aot , 1990 male billed with onnoemdery orvolt . 

may be called the Punjab Tenancy (Himachal Prades 
(XI of 1890 ). 

Amendment) Act , 1952. 
Do. 

Penalty for overkunding animals 
Do . or Poults for willing simul with ungdomary 

(2 ) It shall come into force at once . 
oruolty ay where 

( 3 ) It shall extend to the whole of the Himachal 
Do. - Penalty for praotteng Phul . . 

Pradesh . 
Popelty for being in possemion of the skin 
of gout kDled with unnocenery orzolty . 

2 . In Section 4 after sub -section 20 of the Punjab 
Prenumptions as to pogression of the so 

Tenancy Act , 1887 hereinafter referred to as the said Act 
of gout. 
.. Penalty for employing anywhoro animale 

the following shall be inserted as a new sub - section : 
unft for Labour. 

21 . “ Prescribed " means prescribed according to the 
.. Popalty for permitting dhewed animal to 
goat largo or to die in publio plopor 

rules framed in the Act. 
4 Ornon under this Act or under any rule or bye- lave made thorouuder. 

3. Addition of new Section 25A .- - After Section 25. of 

the said Act, 1887 the following shall be ipserted as a new 
• Provklad tho pount of proporty Involved does not provod Ra, 100 / 

section : 

“ Section 
SCHEDULE II. 

25A - Maximum Limit of Batai Rent " — 

" Notwithstanding anything contained in 
(See Section ) 

Sections 24 and 25 , no tenant, where rent is 
payable in kind , shall be liable to pay a9 rent 

more than one fourth of the produce * . 
Porlod of 
Dewaription or sulte Imitation Time from whloh period begin to 

4 . Amendment of Section 41. -- For Section 41 of the 
said Act , the following shall be substituted : 
" 41. Grounds of ejectment of a tenant other than an 

occupancy tenant or a tenant for a fixed term . 
1 Tor monoy duo on a contract 8 your When the money becamo due to 

A tenant not having a right of occupancy or 
the plaintiff . 

not holding for a fixed term under a contract 
3 For the recovery of moveable Do . Whon the plaintiff became ontitled 

or order of a competent authority , shall be 
property or the value there 

to the delivery of the moveable 
property . 

liable to ejectment from his tenancy on any of 
For composition for wrong. When tho moveablo proporty ww 

the following grounds : 
foly tailog or injuring & move 

wrongfully taken or when in . 
ablo proporty . jury was done to it . 

( a ) that he has used the land comprised in the 
4 For damage canged by cattle Do. When tho damago was caused by 

tenancy in a manner which has rendered or 
tropes. tho cattle troepen 

renders it unfit for the purpose for which he 
holds it ; 
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( b ) that he, where rent is payable in kind, has failed STATEMENT OF OBJECTS AND REASONS 

or fails without suficient cause to cultivate Puniab Tenan (Himachal Pradesh Amendment Bu 
or arrange for cultivation of the land com 

Under the Punjab Tenancy Act as applied to Himacha ) 
prised in his tenancy in the manner or to the 
extent customary in the locality in which the 

Pradesh tenants from year to year and tenants - at -will had 
land is situate ; 

no security of tenure. They had consequently no 

interest in the improvement of land and could not initiate 
( c) that he fails to pay rent regularly without suffi 

& long -term planning for improved cultivation so as to 
cient cause ; or 

get greater yield from the land by them . This defect has 
( d ) that he sublets the holding or a part thereof for to be remedied with a view to enable them to have 

profit without the consent in writing of the greater yield from the land which is the need of the times . 
land-owner " . 

It has also been felt that the present rate of rent in kind 
Izplanation . 

is very heavy and a maximum limit for such rent is to 

be fixed with a view to save the cultivators of the land 
( 1) For the purpose of clause (c ) a tenant shall be 

from exploitation by the land owners . Thiş Bill , is there 
deemed to pay or to have paid rent regularly 

fore , intended to amend the Punjab Tenancy Act in ito 
( a ) where rent is payable in kind if he pays it at the 

application to Himachal Pradesh so as to fix a maximum 
thrashing floor or on or before the date when 

limit for rent in kind and to give the tenants security of 
it falls due according to the nature of the crop 

tenure . 
or custom of the locality : or 
(b ) where the rent is payable in cash if he pays it on SIMA : 

Y . S . PARMAR 
or before the date on which it falls due, 

Dated the 

1952. 
( 2 ) " Notwithstanding anything in sub - section ( 1 ) the 

M . CHANDRA , 
State Government may , if the tenant gives notice to the 
land -owner as prescribed for payment at the thrashing 

Secretary (Judicial 
door of the rent payable in kind and the land owner fails 
to make arrangements for its collection within a fortnight 

STATEMENT OF OBJECTS AND REASONS 
of the receipt of notice , appoint un agent to collect the 
rent at the thrashing floor on behalf of the land- owner Himachal Pradesh Panchayat Raj Bill , 1962 
at his expense " . 

In a democratic country it is necessary that the people 
7 . Amendment of Section 42 . - In Section 42 of the said should feel that they have a hand in the government of 
Act for clause ( b ) the following shall be substituted their country . The existence of the Parliament of the 
" (by when he has been given the land by electing on Union and the Legislatures of the States does not give 
or after the fifteenth day of April, 1948 , a tenant 

them the same feeling as they would have if they them . 

selves managed the affairs of the village , Tchsil or the 
to whom the provisions of clauses ( a ) to ( d ) of 

Distirct in which they live. The system of Panchayats 
the last foregoing section could not have 

is an ancient Indian lastitution . Without caring for a 
applied " . 

democratic name for the system of government, the 
8 . Deletion of Section 45. - Section 45 of the said Act 

people of ancient India managed to have a more truly 
shall be deleted . 

democratic system in the country -side than what has been 
7 . Amendment to Section 46. - In clause ( a ) of Section perhaps possible in many of western country enjoying a 
46 of the said Act for the word “ two last foregoing Parliamentary or a Republic system of government. 
sections ” the words “ last foregoing section " shall be This Bill seeks to give the same wide popular basis ton 
substituted . 

the executive and judicial Administration in the rura ! 
8 . Amendment of Section 50. -- For Section 50 of the 

areas of the State. The Punjab Village Panchayat Act 
said Act, the following section shall be substituted : 

1939 as applied to the Himachal Pradesh was not found 

in conformity with the spirit of the times. The Pan 
Section 50 — Relief for wrongful dispossession of eject 

chayats formed under it were not representative of 
mont. 

popular opinion and had a restricted field of activities. 
" If a tenant has been dispossessed without his consent Under this Bill the Gram Sabha itself will be a body of 

from his tenancy or any, part thereof otherwise the entire adult population of the village and will have 
than in execution of a decree or than in pursu - its own budget and an elected executive called the Gram 
ance of any order under Section 44 , he may , Panchayat. Through their Gram Panchayats the villagers 
within one year from the date of his dispossession will elect members of the Tehsil and the Zilla Panchayats 
or ejectment , institute a suit for recovery of This Bill gives power to the villagers to levy certain taxes , 
possession or occupancy or for compensation , or manage their funds, prepare budgets , maintain and 
for both . 

establish schools and dispensaries and look after sand 
9. Section 30A - Amendment of Section 50A . - In 

tation , development of trade, commerce , agriculture and 

in short the entire social organisation of a village. It also : 
Section 50A of the said Act the words “ whose ejectment 

provides for the establishment of a Volunteer Corps for 
has been ordered by a Revenue Court under Section 46 , 

watch and ward and the creation of the Nyaya Panchayat 
sub-section (6 ) or," shall be deleted . 

with a separation of the judiciary from the executive 
10. Amendment of Section 52. - In Section 52 of the 

These Nyaya Panchayats will have powers relating to the 
said Act " comma " and the Agure " 45 " after the figure 

administration of Civil and Criminal Justice , and an im 
" 38 " shall be deleted . 

portant feature of this Bill is that it gives to the people 
11. Amendment of Section 71.- - For Section 71 of the of the village a right of appeal against the decision of . 
maid Act the following shall be substituted : 

Bench of the Nyaya Panchayat to a full Bench consisting 
Section 71. - Determination of compensation by Revenue 

of the Panches of the entire circle. The aim of the Bil 
Officers 

is to revitalize village corporate life and to make the 

people self -reliant and to develop in them a spirit of com 
" When a notice has been served on a tenant under 

mon endeavour to ameliorate their conditions without 
Section 44, a tenant may apply to the Revenue 

depending too much on the agencies of the State and 
Oficer having authority to order his ejectment 

Union Government. 
under Section 44 , to determine the amount of 
compensation due to him for improvement or for Dated Simla , the 

1952. 
disturbance , or for both , and the Revenue Officer 
shall determine the amount, if any , accordingly 

PADAM DEV . 
and stay the ejectment of the tenant until the 
landlord pays to the Revenue Officer the amount 

M . CHANDRA , 
80 determined legg any arrears of rent or costs 

Secretary ( Judicial/ 
proved to the satisfaction of the Revenue Officer 
to be due to the landlord from the tenant " . 

CORRIGENDUM 
12 . Amendment of Section 70 . - In Section 76 of the said 

Simla -4, the 15th October 1952 
Act clause (d ) of the First Group and Clause (1) of the Corrigendum to the Notification No, M .65 -212 / 52 , dated 
Second Group shall be deleted , 

the 17th September , 1952 . 
13 . Amendment of Section 77 . -- In Section 77 of the said ( ii) for 28 days extra ordinary leave from 
Act clause ( f) of the Second Group of sub - section ( 3 ) shall 

22nd 

August 1952 to 19th September 1952 , substitute 
be deleted . 

32 days extra ordinary leave from 22nd August 
14 . Amendment of Section 106 . - In Sub- section ( 1) of 

1952 to 22nd September 1952 . 
Section 106 of the said Act after clause (a ) insert the 
following as clause (aa ) “ Prescribing the form and 

By order, 
manner of notice to be given by the tenant to the land 
owner for payment at the thrashing floor of the rent 

PREM RAJ, 
payable in kind ". 

Assistant Secretary (Political), 
to Government, Himachal Pradesh 
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NOTIFICATIONS 

6 . A holder of a licence granted under this Order shall 

comply with all directions that may be issued generally 
Simla -4 , the 15th October 1952 

to all holders of licences in the area or to him specifically 
No. GHT- 1-37 / 52 . - In exercise of the powers conferred by the District Magistrate in regard to 
by Section 6 of the Criminal Law Amendment Act 1952, 

(a ) the place and time of purchase or sale of seed 
the Lieut. Governor Himachal Pradesh is pleased to 

potatoes , and 
appoint Shri Tej Singh , District and Sessions Judge, 
Mahasu and Sirmur Districts as a Special Judge for 

(b ) the price at which cad potatoes may be bough ! 
Mahasu and Sirmur Districts , and Shri Ramji Dass , 

or sold . 
District and Sessions Judge, Mandi and Chamba Districts 7 . The District Magistrate may 
to be a Special Judge for Mandi and Chamba Districts to 

( a ) call for any information from any dealer ; and 
try the offences mentioned under Section 6 ( a ) and 6 ( b ) 
of the said Act with effect from the date of issue of this 

(b ) enter upon and inspect any premises in which he 
notification . 

has reasons to believe that the seed potatoes 

are stored for purposes of sale and that purchase 
By order , 

or sale of seed potatoes in taking place in con 

travention of the licence granted under this 
MAHABIR SINGH , 

Crder and seize the potatoes concerned . 
Assistant Secretary (Home and Revenue ), 

8 . ( a ) No one shall export , or cause to be exported any 
to Government, Himachal Pradesh . 

seed potatoes in any manner from any place except under 

and in accordance with the terms and conditions of a 
Simla -4, the 15th October 1952 

licence issucd in writing by the District Magistrate in 
No. M -61-47 / 50 . - The Lieutenant Governor, Himachal 

Form III in the Schedule to this Order, 
Pradesh , is pleased to order the transfer of Dr. Jiwan 

(b ) No licence as mentioned above shall be issued unless 
Lal, M . B . B .S ., Civil Assistant Surgeon Class I (Gazetted ), 

the person desiring the said licence has paid such fees and 
in -charge Civil Hospital, Sundernagar (Suket), to District 

in such manner , as may by a special or general order , be 
Hospital, Mandi with effect from 24th September 1952 

prescribed by the Lieutenant Governor , from time to time, 
( afternoon ). 

in this behalf . 

9. Nothing in this Ordor shall apply to the moving of 
By order , 

seed potatoes by any person in any quantity not exceeding 
PREM RAJ MAHAJAN , 

5 seers if carried as part of personal luggage for private 

consumption . 
· Assistant Secretary (Political), 
to Government of Himachal Pradesh . 

10 . If any person contravenes the provisions of this , 
Order or the conditions of the licence granted to him 

under this Order, then without prejudice to any other 
Medical and Public Health Departments 

action that may be taken against him or to any punish 
Simla -4 , the 15th October 1952 

ment to which he may be llable his license may be 
No. M -61 -80 / 50 .--- The Lieutenant Governor, Himachal 

cancelled or suspended by the District Magistrate . 
Pradesh is pleased to order the transfer of Dr. Jai Lal, 

11. The Lieutenant Governor may exempt any person 
B .Sc., M . B . B .S ., Civil Assistant Surgeon Class I (Gazetted ), 

or class of persons from the operation of all or any of the 
in - charge District Hospital Mandi to District Hospital provisions of this Order and may at any time subsequent 
Nahan , with effect from 20th September 1952 ( afternoon ). 

thereto modify , suspend or cancel such exemption , 
By order , 

By order 
PREM RAJ MAHAJAN , 

RAM LALI 
Assistant Secretary (Political), 

Secretary to Government, Himachal Pradesh , 
to Government of Himachal Pradesh . 

Co - operative & Supplies Department 


CON DE THE 


ed to as 


SCHEDULE 
Simla -4 , the 16th October 1952 

FORM I 
No. CS . 92 - 209 /52.-- In exercise of the powers conferred 
by Section 3 of the Essential Supplies ( Temporary 

Licence for the purpose of purchase , sale or storage for 
Powers ) Act, 1946 as delegated in the Government of India 

sale of seed potatoes 
Notification No. 115 - J , dated the 5th September , 1950 , and Subject to the provisions of the Himachal Pradesh Seed 
all other powers enabling him in this behalf and with the Potato Control Order , 1952 and to the terms and conditions 
prior concurrence of the Government of India , the of this Licence . .... ....... 

. . ... . is hereby 
Lieutenant Governor of the Himachal Pradesh is pleased authorised to purchase , sell or store for sale seed potatoes. 
to make the following order : 

2. The licensee may carry on the aforesaid business in 
1. ( a ) This order shall be called " THE HIMACHAL the following places : 
PRADESH SEED POTATO CONTROL ORDER , 1952 " 3 . The licensee shall maintain a register of daily 
(hereinafter referred to as the Order ). 

accounts of stock showing correctly : 
( b ) It extends to the whole of Himachal Pradesh , 

(a ) the opening stock at the beginning of each day , 
(c ) It shall come into force with immediate effect 

(b ) the quantity received on each day . 
2 . In this Order , unless there is anything repugnant in 

( c ) the quantity delivered or otherwise removed on 
the subject or context : - ) 

each day and the person or firm to whom 

delivered . 
( a ) Seed Potato includes all varicties of Seed 
Potatoes. 

(a ) the closing stock at the end of each day . 
(b ) District Magistrate means the District Magis 

4 . The licensee shall give all facilities at all reasonable 
tratę of a District and includes any Officer 

times to the District Magistrate or other Officer acting 
authorised by him for all or any of the purposes 

under his authority for the inspection of his stocks and 
of this Order . 

accounts at any shop , godown or other place used by him 

for the storage and sale of seed potatoes. 
( c ) Licence holder means the firm , co -operative 
society , or individual authorised under a licence 

5 . The licensee shall comply with any directions that 

may be given to him by the District Magistrate or by any 
to deal in seed potatoes . 

other Officer authorised by him in this behalf in regard 
3 . (i ) No person shall carry on business as Licence 

to purchase sale and storage for sale of seed potatoes and 
holder in sced potatoes within the State except under and in regard to the maintenance and authentication of the 
in accordance with the terms and conditions of a license , registers mentioned in paragraph 3 above , 
in Form I in the Schedule to this Order , granted by the 
District Magistrate . 

6 . The licensee is authorised to charge commission at 

usual market rate on purchase of seed potatoes at such 
Gu Tho licence shall remain in force for the period as rate as may be approved by the Government, 
the authority granting may fix and enter in the licence . 7 . The licensee shall deliver all the seed potatoes 

4 : Applications for licence under the Order shall be handled by him to the person or persons who hold a valid 
made to the District Magistrate in Form II in the Schedule export permit in writing issued by the said Officer, 
to this Order . 

Datod . .. 
5 . The District Magistrate shall have, for reasons to be 
recorded in writing , the power to cancel, revoke, suspend 

District Magistrate , 
or modify any licence granted by him under this Order , 

. . ...........District 
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SCHEDULE 

2 . Definitions. In this Act , unless there is anything 
FORM II 

repugnant to the subject or context : 
Application for License 

( a ) Land Revenue means land revenue as defined 
Brom 

in Punjab Tenancy Act as applied to the 

Himachal Pradesh . 
To 

(b ) Prescribed means prescribed by rules made by 
Sir , 

the State Government under this Act. 

( C ) Year means agricultural year as defined in sec . 
Kindly grant a licence authorising the undermentioned 
firm / individual / society to purchase , sell or store for sale 

tion 4 of the Punjab Tenancy Act, 1887 as 
Seed Potatoes under Himachal Pradesh Seed Potato 

applied to the Himachal Pradesh . 
Control Order, 1952 . The firm / individual/ society is a 

( d ) Land and other terms used and not defined in 
bona fide dealer of Seed Potato and shall abide by the 

this Act shall have the meanings assigned to 
terms and conditions of the aforesaid Order . The firm / 

them in the Punjab Tenancy Act, 1887 as 
Individual/ society will carry on business at the following 

applied to the Himachal Pradesh or the Punjab 
places in the area of.... ...... ... .. .. ....,District. 

Revenue Act, 1887, as applied to the Himachal 
I /We certify that the particulars given by mę/ us in 

Pradesh . 
the application are correct to the best of my / our know 

3. Restoration . - Notwithstanding anything contained in 
ledge and belief. 

the Punjab Tenancy Act, as applied to the Himachal 

Pradesh , a tenant who has been ejected after the fifteenth 
Dated....... 

day of April, 1948 shall, on application made , by him with 
Signature . ... 

in six months of the commencement of this Act to the 
prescribed authority and on his satisfying such authority 

that the applicant was not at the time of ejectment a 
SCHEDULE 

tenant to whom the provisions of section 41 of the Punjab 
FORM III 

Tenancy Act as amended in its application to Himachal 
Not Transferable 

Pradesh by the Punjab Tenancy (Himachal Pradesh 

Amendment) Act, 1952 , could have applied , be restored to 
No . .. ... . .. . .. 

possession of such land on same terms and grounds on 
Permit to transport.... ....... 

which it was held by him at the time of ejectment. 
Valid from ..... . . .. .. upto . .... . . ........ 

Provided that the maximum rent payable by him on re 
Quantity in terms of maunds ( 40 seers )....... 

occupation of the land shall be subject to the provisions 
Name of consignor... ......., 

of section 25A of the Punjab 
Address 

Tenancy Act , 1887 as 
. . . . . . . . . . . . . .. . . . . .. . 

amended in its application to Himachal Pradesh by the 
Station of despatch .. .. ........ .. .... 

Punjab Tenancy (Himachal Pradesh Amendment) Act , 
Name of Consignee .. ...... .. 

1952. 
Address . .. ... .. . . .. ... .. .. ... . ... .. .. . 
Station of destination ... .. . .. . .. . 

Provided further , that if the land had been given to 
District and Province / State ....... 

another tenant on or after the fifteenth day of April, 1948 
Price per maund.. .. ... 

he shall be ejected therefrom and given in lieu of it 

Nautor land as prescribed . 
(DISTRICT MAGISTRATE ) 

4 : Right of Pre -emption . - Notwithstanding anything to 

the contrary contained in any law , usage or contract, a 
Conditions of Permit 

tenant 
1. This permit is not transferable , 

(1 ) who has been in continuous occupation of land 
2 . It is liable to be cancelled without previous notice 

comprised in his tenancy for a period exceeding 
at the absolute discretion of the issuing authority . 

three years on the date of the sale of the land 

or foreclosure the right to redeem the land ; or 
3. It is valid only for the period stated in the permit . 

( 2) who was ejected from his tenancy after the 
4. Any permit that is taken out but is not utilized should 

fifteenth day of April, 1948 and before the com 
be returned immediately to the issuing authority , 

mencement of this Act on grounds other than 
5 . Every consignor shall furnish correctly such informa 

those mentioned in section 41 of the Punjab 
tion as may be demanded from him and shall carry out 

Tenancy Act as amended in its application to 
such instructions as may be given to him from time to 

Himachal Pradesh by Punjab Tenancy (Himachal 
time by the District Magistrate . 

Pradesh Amendment) Act and was in conti 
nuous occupation of the land comprised in his 

tenancy for a preiod exceeding three years on 
Simla -4 , the 16th October 1952 

the date of his ejectment, or 
. No . CS.92- 209 /52. - In exercise of the powers conferred ( 3 ) who has been restored to his tenancy under the 
by clause 8 (b ) of the Himachal Pradesh Seed Potato 

provision of this Act and whose period of conti 
Control Order , 1952 issued under Notification No. CS .92 

nuous occupation of the land comprised in his 
209 /62, dated 16th October , 1952 the Lieutenant Governor , 

tenancy immediately before ejectment, and 
Himachal Pradesh is pleased to order that a licence fee 

immediately after restoration of his tenancy 
R . 5 .be paid for each licence , 

together exceed 3 years, shall , in preference to 

the rights of other pre -empters as provided in 
By order, 

the Punjab Pre - emption Act, 1913 , as applied to 
RAM LAL , 

Himachal Pradesh , be entitled to pre- empt the 

sale or foreclosure of the land in the manner 
Secretary to Government, Himachal Pradesh , 

prescribed in that Act within one year from the 
Co -operative & Supplies Department. 

date of the sale or the foreclosure as the case 

may be : 
HIMACHAL PRADESH LEGISLATIVE ASSEMBLY 

Provided that no tenant referred to in this section shall 
DEPARTMENT 

be entitled to exercise any such right in respect of Tand 
Bill No . X OF 1952 

or any portion thereof if he had sublet the land or portion , 

as the case may be , to any other person during any period 
THE HIMACHAL PRADESH TENANTS (RIGHTS AND 

of his continuous occupation , unless during that period 
RESTORATION ) BILL , 1952 

the tenant was suffering from a legal disability or physical 
(As introduced in the Legislative Assembly ) 

infirmity or , if a woman , was a widow or was unmarried. 

5 . Right of pre -emption not to apply to evacuee pro 
A 

perty . - Nothing contained in section 4 shall affect any 
BILL 

evacuee property as defined in the Administration of 

Evacuee Property Act, 1950 (XXXI of 1950 ). 
to provide for Restoration of Land , and the Right of Pre 
Emption to Tenants. 

6 . Operation of pending decrees and notices of eject 
It is hereby enacted as follows : 

ment. - No decree passed in favour, or notice of ejectment 

issued at the instance , of a land -owner, which remains un 
1. Short title , extent and commencement. - ( 1) This Act 

executed or uncomplied with before the commencement 
may be called the Himachal Pradesh Tenants (Rights and 

of this Act , shall be executed or complicd with care to the 
Restoration ) Bill, 1952. 

extent to which such execution or compliance is not in 
(2 ) It shall come into force on January , 1, 1953. 

consistent with or is in furtherance of the provisions of 

hot Prodesh this Act . 
(3) It shall extend to the whole of the Himachal Pradesh . 


e right exceeafter test before commerhod of er the 


ment) Act the Indinless it is tained in 
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7 . Rules. The State Government may , by notification , 4 . Amendment of Section 4 . - In sub -section ( 1) of Sec 
make rules for carrying out the purposes of this Act. tion 4 of the said Act 
8 . Repeal. — The Punjab Tenants (Security of Tenure ) (a ) for the word and figure “ Schedule I " the word , 

figure and letter , " Schedule I - A " shall be 
Act, 1950 as applied to Himachal Pradesh is hereby 

substituted , and 
repealed . 

(b ) for the words " one rupec " , the words “ two 
STATEMENTS OF OBJECTS AND REASONS 

rupees ” shall be substituted . 
Himachal Pradesh Tenants (Rights and Restoration ) 

5 . Amendment of section 6 . - In section 6 of the said 
Bill, 1952 

Act 

( 1 ) After the word and figure " Schedule I " the words , 
Many tenants had been ejected by the land -owners since figure and latter " or Schedule I- A " shall be inserted . 
15th May, 1948 when they felt that some changes were to 

( 2 ) In the proviso , for the words “ one rupee ” the words 
be introduced in respect of tenancy holdings . These eject- 
ments were most unfair and prejudicial to the interests of " two rupees ” shall be substituted and after the words 

“ has been paid ” the following shall be added namely : --- 
the cultivators and created a scare amongst them and 

" unless it falls within the provisions of section 6 - A " . 
many of them were left without any means of livelihood . 
It was also felt that a tenant should be entitled to pur. 6 . Addition of a new Section 6 - A . After section 6 of the 
chase land when the land owner sells it at the fair market said Act, the following new section shall be insertea 
value. This Bill. is therefore , intended to restore the 

“ 6 - A , Payment of the Himachal Pradesh stamp duty 
land to the tenants so ejected and to give them the right 

on copies , counterparts or duplicates when that 
to purchase the land in their cultivatory possession when 

duty has not been paid on the principa ! ON 
it is being sold . 

original instrument " . 
Y . S . PARMAR 

( 1) Notwithstanding anything contained in sections 4 
SIMIA : 

or 6 or in any other law , unless it is proved that the duty 
Dated ...... .... 1952 . 

chargeable under the Indian Stamp (Himachal Pradesh 

Amendment) Act, 1952 has been paid : 
M . CHANDRA, 

( a ) on the principal or original instrument as the case 
Secretary (Judicial). 

may be, or 

(b ) in accordance with the provisions of this section , 
PILL NO. VII OF 1952 

the duty chargeable on an instrument of sale, 
THE INDIAN STAMP (HIMACHAL PRADESH 

mortgage or settlement other than a principal 
AMENDMENT) BILL , 1952 

instrument or on a counterpart, duplicate or 
(As introduced in the Legislative Assembly ) 

copy of any instrument shall, if the principal or 
original instrument would , when received to 

Himachal Pradesh , have been chargeable, under 
BILL 

the Indian Stamp (Himachal Pradesh Amend 
to provide for the amendment of the Indian Stamp Act, 

ment) Act, 1952, with a higher rate of duty with 
1899 ( II of 1899 ) in its application to the Himachal 

which the principal or original instrument 
Pradesh . 

would have been chargeable under section 19 - A 
It is hereby enacted as follows : 

(2) Notwithstanding anything contained in section 35 or 
1 . Short title , extent and commencement. - - (1) This Act 

in any other law , no instrument, counterpart, duplicate or 
may be called the Indian Stamp (Himachal Pradesh 
Amendment) Act, 1952 . 

copy chargeable with duty under this section shall be 

received in evidence as properly stamped unless the duty 
( 2) It extends to the whole of the Himachal Pradesh . 

chargeable under this section has been paid thereon : 
. (3 ) It shall come into force on such date as the State 
Government, may , by notification in the Gazette of India , Provided that a court before which any such instru 
appoint in this behalf. 

ment, counterpart, duplicate or copy is produced , shali 
2 . Amendment of Section 2. — In clause ( 10 ) of section 2 permit the duty chargeable under this section to be paid 
of the Indian Act , 1899 , hereinafter referred to as the said thereon and shall then receive it in evidence. 
Act, for the colon shall be substituted a comma, followed 
by the words " or by Schedule I- A , as the case may be " . 7 . Addition of a new Section 19 - A . - After section 19 of 

3 . Amendment of Section 3. - In section 3 of the said the said Act the following new section shall be inserted , 
Act - ( 1 ) After clause (c ) the following proviso shall be namely : 
inserted, namely : 

“ 19- A . Payment of duty on certain instruments liable 
" Provided that, notwithstanding anything contained in 
clause ( a ), (b ) or ( c ) of this section or in Schedule I, and 

to increased duty in Himachal Pradesh under 
subject to the exemptions contained in Schedule I- A , the 

clause (bb ) of section 3 " . 
following instruments shall be chargeable with duty of 
the amount indicated in Schedule I- A , as the proper duty 

Where any instrument has become chargeable in any 
therefor , respectively , that is to say 

part of India and thereafter becomes chargeable with 
( aa ) every instrument mentioned in Schedule I- A as 

higher rate of duty in the Himachal Pradesh under clause 
chargeable with duty under that Schedule 

(bb ) of the first proviso to section 3 as amended by the 
which , not having been previously executed by 

Indian Stamp (Himachal Pradesh Amendment ) Act, 1952 – 
any person is executed in the Himachal Pradesh (i) notwithstanding anything contained in the said 
on or after the date of commencement of this 

proviso the amount of duty chargeable on such 
Act ; 

instrument shall be the amount chargeable on 
(bb ) every instrument mentioned in Schedule I-A as 

it under Schedule I- A less the amount of duty . 
chargeable with duty under that Schedule, 

If any, already paid on it in India , 
which , not having been previously executed by Gil) in agdition to the stamps , if any , already affixed 
any person , is executed out of Mimachal Pradesh 

thereto , such instrument shall be stamped with 
on or after the date of commencement of this 

the stamps necessary for the payment of the 
Act and relates to any property situated , or to 

amount of duty chargeable on it under clause 
any matter or thing done or to be done in the 

( 1) in the same manner and at the same time 
Himachal Pradesh , and is received in the 

and by the same person as though such instru 
Himachal Pradesh " . 

ment were an instrument received in India for 
( 2 ) Between the word “ Provided ” and the words " that 
no duty " the word " also " shall be inserted . 

the first time at the time when it became 
chargeable with the higher duty ." 
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8 . Amendment of section 23 - A . - In sub -section (1 ) of 
section 23 - A of the said Act, for the word and figure 

DESCRIPTION OF INSTRUMENT PROPER STAMP - DUTY 
“ Schedule I " the word , figure and letter Scheudle 1 - A " 
shall be substituted . 
9 . Amendment of section 24 . - In the proviso to section 

Eremptions. 
24 , of the said Act, for the full stop shall be substituted a 
comma followed by the words “ or Schedule I- A , as the 

Agreement or memorandum of agreementre 
case may be " . 

(a ) for or relating to the sale of goods 

or merchandiae exclusively , not 
10. Amendment of section 32. - In section 32 of the said 

being a Noto or Memorandum 
Act 

chargeable under No. 43 ) 
( 1 ) in clause ( a ) of the proviso , after the words " any (6 ) made in the form of tenders to the 
instrument " the words other than an instrument charge 

Central Government for, or relating 

to , any loan ; 
able with a duty under clause (bb ) of the first proviso to 

AGREEMENT TO LEASE - See Lesbo 
section 3 as amended by the Indian Stamp (Himachal 

(No. 35 ) , 
Pradesh Amendment) Act, 1952 " shall be inserted : 

1 . AGREEMENT RELATING TO DE 
( 2) the word “ or ” at the end of clause (b ) of the proviso 

POSIT OF TITLE DEEDS . PAWN 

OR PLEDGE , that is to say any ins 
shall be omitted : 

trumont evidencing an agreemont re 
(3 ) after clause ( c ) of the proviso the word “ or ” shall 

lating to 
be inserted , and the following new clause shall be added : ( 1) the cl: posit of title -doods or instru . 

monta constituting or being ovidence 
" ( d ) any instrument chargeable with duty under 

of the title to any property whatover 
ciause (bb ) of the first proviso to section 3 as 

( uthorthan a marlictable security ) ; or 
amended by the Indian Stamp (Himachal 

( ? ) the pawn or pledgo of movable 
Pradesh Amendment) Act , 1952 , and brought to property , where such deposit , pawn 
him after the expiration of three months from or pledge bag boen made by way of 
the date on which it is first received in Hima Becurity for the ropayment of monoy 
chal Pradesh ” . 

advanced or to bo advanced by way 

of loan or an existing or fururo dobt- - 
11. Amendment of Section 77. - At the beginning of sec 

(a ) if such loan or debt is repayable on 
tion 77 of the said Act the following words shall be 

demand for more than three months 

from the date of the instrument ovi 
inserted , namely :-- 

denging the agrooment 
" Except for the provisions as to copies contained in (0) when the amount of loan or debt 8L ang 
section 6 - A " . 

does not exceed Rs. 200 . 

(ü ) when it exceeds Rs. 200 , but does Eleven apnas six pies , 
12 , New Schedule 1- A . - After Schedule 1 to the said not exceed Rs. 800 . 
Act the following shall be inserted , namely : 

when it exceeds Ro. 400 , but doos not One rapoo opo anna, 

Iceed Rs. 600 . 
SCHEDULE I-A 

when it cxoceda Rs . 600 , but does not One rupoo four annu . 

exceed Ry, 800 . 
(Note. The articles in Schedule I- A are numbered so 

whon it exceeds RA , 800, but does not Ono rupee twelvo anna , 
as to correspond with similar articles in Schedule I.) 

exceod Rs. 1 ,000 . 

when it excoeda Rs. 1,000 , but doos not Two ropeos two apnas . 
DESCRIPTION OF INSTRUMENT PROPER STAMP- DUTY 

exceed Rs. 1 , 200 , 
when it exceeds Rs. 1,200 , but does not Two rupees thirteen ADDAM 

exceed Rs. 1, 600 . 
1 . ACKNOWLEDGMENT. — of a debt Two annes . 

when it exceeds Rs. 1, 600 , but done not Four rupoos three annes , 
orooeding twenty rupees in amount or 

eroced Rs. 2 ,800 . 

when it exoeeds Rs. 2 ,600 , but does not Eight rapoor Bovon Anna . 
value , written or signod by , or on bo 
balf , of, a debtor in order to supply 

exceed Rs. 5 ,000 . 
ovidence of guch debt in any book 

when it exceeds Rg. 5 ,000 , but does not Twolvo rupees eight annat 
(other than a banker A PAB8 - book ) or 

exoeed Rs. 7, 500 . 

when it exceeds Re. 7 ,600 , but does not Sixteen rupees four anda , 
& separate pioco of paper when guoh 
book or paper is left in the orodltons 

oxocod RH, 10 , 000 . 

when it cxoveds RA, 10, 000, but does not Twenty - five rapoos fino annua 
possession : provided that such acknow 
lodgmont does not contain any proming 

exceed RA. 16 , 000 . 

whon it exceeds Rs. 15,000 , but does not Thirty -three rupeos four annas , 
to pay the debt or any stipulation to 

treed Rs, 20, 000. 
pay interest or to deliver any goods or 

when it ex eod . RA, 20 , 000, but dous not Forty -one rupoon four annan 
other property , 
2 . ADMINISTRATION BOND _ N . 

exceod Rs . 25 ,000 . 

when it oxceeda Rs. 25 ,000 , but does not Fifty rupoos ton annan . 
oluding a bond given under Sections 
291, 976 and 378 of tho Indian Suo 

exceed Rs. 30 ,000 , 
cension Act, 1928 , or Beotion 8 of the 

and for every additional rupees 10 , 000 Sixteen ropees four annM . 
Government Savings Bank Act , 1873 - - 

or part thereof in excess of Rs. 30 , 000. 
(a ) whero the amount does not ex - Tho samo daty ab & Bond (No . 

(6 ) if such loan or debt is ropayablo Half the duty payable on a load 
ceed Rs. 1 ,000 . 15 ) for Auch amount. 

not more than three months from or debt under Olango (a ) of olauga 
(O ) in any othor care Rupees Ten . 

tho date of such instrument . 

( a ) II for the amountsourody 
8 . ADOPTION DEED - tbat is to say , Twenty - fivo rapoou , 
any instrument (other than a will ) re 

Exemption , 
cording an adoption or conferring or 

Instromonts of pawn or pledge of agri . 
purporting to confer an authority to 

cultural produoo if unattested . 
adopt . 
ADVOCATE ( Soe “ Entry as ati 

7 . APPOINTMENT IN EXECUTION 
advocate " (No. 30 ) 

OF A POWER whether of trustoow Twonty - five ropoo 
4 . AFFIDAVIT -- including an affirme 

or of property , moveable or immove 
tion or declaration in tho case of por - Two rapon , 

Able , where made by any writing pot 
sons by law allowed to affirm or deo . 

being a will . 
lare instead of wearing 

8 . APPRAISEMENT OR VALUA 
Eremptions 

TION made otherwise than under an 
Affidavit or declaration in writing whon 

ordor of the court in tho course of a 
made 

suit 
(a ) as a condition of enrolment ander 

( a ) whoro the Imount doos not exceed The namo duty as & Bottomry . 
the Indian Army Act, 1911 ; or tho 

Rs. 1, 000 . 

Bond (No. 18 ) for such amount, 
Indian Air Force Act , 1932 ; 

(6 ) in any other 0880 . . Ten rupees . 
(6 ) for the immediato purpose of being 

Exemptions. 
Aled or used in any court or before 

(a ) Appraisoment or yaluation mado 
the Officer of any court ; or 

for tho Information of one party only 
(c ) for the rolu purpose of enabling 

and not being in any manner obliga 
any person to rooeive any pension 

tor betweon parties cither by agroo 
or charitable Allowanca , 

ment or operation of law . 
8 . AGREEMENT OR MEMORAN 

(6 ) Appraisement of urops for the 
DUM OF AN AGREEMENT 

purpose of ascertaining tho amount 
(a ) if relating to the salo of a bill of Four angAA, 

to be given to e landlord 28 rent , 
# exchange ; 
(b ) if relating to the salo of a Goverd . Subject to a maximum of fifteen 10 . ARTICLES OF ASSOCIATION OF 

ment security or sharo in an inoor- rupees , two annan for overy . A COMPANY 
porated company or other body Rs. 10 ,000 or part tberoof, of tho (a ) when the ruthorised capital of the Forty rupees . 
corporate ; value of the Aocurity or sharo . 

Company does not excood one lao. 
(c) if not othorwise provided for . . Oda rupee eight annas. 

(b ) in othor OLHER . . . Eighty rupeed. 
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Exemption 
Artioles ofany Association not formed for 

profit and registered under section 28 
of the Indian Companies Act , 1913 . 
See also Memorandum of Abboolation 

of a Company (No. 39 ). 
12 . AWARD, that is to say, any decision Two hundred and Alfty rupees . 

in writing by an arbitrator or umpire , 
not being an award dirvoting a parti 
tion , on a roforenco made otherwise 
than by an order of the Court in the 
course of a suit 
(a ) where the amount of value of the The samo duty as a Bond (No. 18 ) 

property to which the award rolates for such amount . 
an det forth In such award , does not 

Ornod Ro. 1, 000 ; 
(6 ) if it exceeda Re. 1,000 but does not Ten rupoos . 

exceed Rs. 5 , 000 ; 
and for every additional Rs. 1, 000 or Twelve annas subject to a maxi. 

part thereof in excess of Rs. 5 , 000 . mum of seventy - five rupues . 
14 , BILL OF LADING ( Including a Eight ennas . 
through bill of lading) . 

N . B . - If a bill of lading is 
drawn In parts, the proper stamp 
therefor must be borne by ouch 

one of tho bet . 
18 . BOND (as defined by noction 2 (5 ) 

(not being a Debanture (No. 27)) and 
not being otherwiso provided for hy 
this Aot , or by the Court Fees Aot , 
1870 
Where the amount or value Three AnnaA . 

secured does not exoeod Rs. 10 ; 
where it exceeds Rs . 10 and doos not Six annas . 
| 0xceed , 60 : 
where it exceeds Rs. 50 and does not Twolve annas . 

oxuued Rs. 100 ; 
where it exoveda Rs. 100 and does not One rupee eight annas . 

exceed Rs. 200 ; 
where it nxoendy Rs. 200 and does not Two rupoeg four annan . 

exceed RA, 300 ; 
where it excoods Rs. 300 but does not Threo rupees . 

exceed Rs. 400 ; 
where it exoveds Rs. 400 and does not Three rupeos twelve uongo , 

0x000d Rs. 500 ; 
where it exceeds Rs. 600 and does not Six rupoeg . 

Browed R8 , 800 ; 
where it oxceeds Rs, 100 and does not Sven rupees , 

exceed Rs. 700 ; 
whore it exceeds RA, 700 and does not Eight rupeea , 

exceed RA, 800 ; 
whero It Axceeds Rs. 800 and does not Nine rupeo . 

exceed RA, 000 ; 
where it exceeds Rs. 900 and doos pot Ten rupoos. 

exceed Rs . 1,000 ; 
and for evory Rs. 300 or part thereof Five rupees . 

in excany of Rs. 1 , 000 ; 
See Administration Bond (No . 2 ). 

Bottomry Bond (No. 16 ), Customs 
Bond (No. 28 ), Indomnity Bond 
(No, 34 ), Respondentia Bond (No . 
66 ), Security Bond (No . 57 ) . 

Exemptions 
Bond , wheil stooutod by 

any person for this purpose of guaran . 
teoing that the locul incomo derived 
from privato subscription to a obarl 
table dispensary or hospital or any 
othor object of public utility shall not 
be less than a specified sum per 
monsen , 
18 . BOTTOMRY BOND , that is to say, 
any instrument whereby the mastor of 
a dea - going whip bostows money on the 
security of the ship to enable him to 
preacrve the ship or prosecuto her 
voyage. 
whero the amount or value securyd Three annas. 

does not oxoood Rs. 10 ; 
where it exceeds Rs. 10 and do v pot Six annes . 

exceed Rs. 50 ; 
where it exoveds Rs. 50 and does not Twelve Annan , 

exocod Rs. 100 ; 
where it oxceeds Rs. 100 and does not Ono rupeo eight annaa . 

exceed Rs. 200 ; 
whore it exovedy Rs. 200 and doos not Two rupees four annas . 

exced Rs. 300 ; 
where it exceeds Rs. 300 and does not Three rupees , 

exceed RA, 400 ; 
where it oxceede Rs. 400 and does not Three rupees twelve annay, 

eroeod Rs. 000 ; 
where it exceeds Rs. 500 and does not Four rupees vight Annaa , 

exooed Rs. 600 ; 
where it excueda RA, 800 and does not Fivo rupoos four annas, 

exchod Rs. 700 ; 
where it exceeds Rs. 700 Apd dove Dot Six rupoeg . 

exceed Ra, 800 ; 
where it oxoecd : Rs. 800 and does not Six rupees twelve annas . . 

expood Rs. 900 ; 


where it exceeds RR. 900 and does not Savon rupees eight annas. 

exoeed Rs. 1 , 000 ; 
and for every Ra, 500 or part thereo Three rupees twelve annas, 

in exoong of Rs . 1 , 000 ; 
17 . CANCELLATION - Instrument of Ten rupees . 

( inoluding any instrumont by which 
any instrument previously executed 
tu cancelled ) , if attested and not other 
wise provided for . 
See Also Release (No. 56 ), Rovioation 
of Settlement (No. 68 - B ) , Surrender 
of Lease (No. 61 ), Revocation of 

Trugt (No. 64- B ). 
18 . CERTIFICATE OF SALE (id rog . The aume duty as a Conveyance 

peot of each property put up as a se - (No. 23 ) as levied by this Aot for 
parato lot and sold ) granted to the pur - & consideration equal to the 
chase of any proporty sold by publio amount of tho purchand money 
auction by a Civil or Revenue Court, only . 

or Collector or other RevoDuo Officer . 
19 . CERTIFICATE OR OTHER DO - Four annug, 
OUMENT, evidenoing the right or 
title of the holder thereof, or any other 
person either to any shares , norip stock 
in or of any incorporated aompany or 
other body corporate , or to booome 
proprietor of sharus , scrip or stook in 
or of any such Company or body , 
Soo also lotter of Allotment of Shures 

(No. 38 ). 
20 . CHARTER -PARTY , that is to say , Two rupees . 

any instrument ( except an agreement 
for the hire of a tug-utoamer) whoroby 
A vosgel or some specifiod principal 
part thereof is let for the specified pur 
poses of the charter , whether it in 

oludos a panalty plause or not . 
22. COMPOSITION -DEET), that is to Twenty rupees. 

gay, any instrument executed by a 
debtor, whereby he conveys his pro 
perty for the benefit of his creditore , or 
whoroby payment of a composition or 
dividend on their debta is gucured to the 
creditors , or whereby provision is made 
for the oontinuanou of the debtor s 
business, under the supervision of Iny 
pectors or under letters of licence , for 

the benefit of his creditors, 
23. CONVEYANCE Ag (defined by Aeo 

tion 2 ( 10 )) not being a TRANSFER 
charged or cxempted under No . 62. 

(i ) If it relates to (ii) In other cases . 
immoveable proper 
tysituato within tho 
limit of a Municipa 
lity , Cantonmout 
Board , Notified Area 

or Small Town , 
where the value or amount Ono rupee eight andas One rupee . 

of the consideration for 
auch oonveyanco as set 
forth therein dous not 

exceod Rs . 50 , 
whero it exceeds Rs. 50 , Three rupees . . Two rupees . 

but doon not exceed Rs. 

100 . 
whero it exceedy Rs. 100 , Six rupnog . Four rupeus . 

but does not exceed Rs 

200 . 
where it exoveds Rs, 200 , Nine rupees . . Lx rupees. 

but dos not oxoeod Rs. 

300 . 
where it uxcoeds Rs. 300 , Twolvo rupoos . . Eight rupees . 

but does not exceed Rs. 

400 , 
whoru it oxcaods Rs. 400 , Fifteep rupeog . Ton rupeos . 

but dous not exobod Ro. 
500 , 

( i) Ifit relates to im - (12) In other ou808. 
moveable property 
Hituato within the 
limit of Muni 
cipality , Cantonment 
Board , Notified Area 

or Small Town . 
where it expueda Rs, 500 , Eighteen rupees . . Twelve rupoos , 

but does not exceed Rs. 

600 ; 
where it even is Rs. 600 , Twonty -020 rupons Fourteen rupoos . 

but does not exceed Rs. 

700 : 
where it excoeds Rs. 700 , Twenty - four rupees Sixtcon rupoos. 

but does not oxocod Rs. 

800 ; 
where it excely I s. 890 , Twenty -gevon rupees Eightoon rupoos . 

hut doos not exveed Rs. 
900 ; 
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where it exooods Rs. 900 , Thirty rupees . , Twenty rupoos . 

but does not exoned Rs. 

1,000 ; 
and for overy Rs. 500 or Fiftoen rupoos . Ton rupoos . 

part thereof in excess of 
Re. 1,000 . 

Exemption 
Assignment of Copyright by ontry made 

andor the Indian Copyright Act , 
1914 , section 8 . 
CO -PARTNERSHIP DEED See 
PARTNERSHIP 

(No . 46 ) 
24 . COPY OR EXTRACT oertitled to be 

a true copy or extract by or by order 
of any publio officer and not chargeable 
under the law for the time being in 
force rolating to court foos 
(1) if tho original was not chargeable Twelvo annas. 

with duty or of the duty with whloh 
it was chargoable does not exceed 

two ruрөes, 
( vi ) in any other cage not falling with . Two rupees. 
In the provision of bootion 6 - A . 

Exemption 
(a ) Copy of any paper which a publio 

offioer is expressly required by law 
to make or furnish for record in any 
publio offiou or for any publio pur 

pobo . 
(6 ) Copy of, or extraot from , any ro . 

gister relating to births, baptiums, 
namings , dodications, marriages , 

divorces , deaths or buriala , 
25 . COUNTERPART OR DUPLICATE 

of any instrument chargeable with 
duty and in roapoot ofwhich the proper 
duty has beori paid 
(a ) if the duty with whioh the original Twelve angos . 

instrument is chargeable does not 

exceed two Rupoos . 
(b ) in any other page not falling within two rupees . 
the provisions of section 6 - A . 

Exemption 
Counterpart of any losse granted to a 
cultivator when suoh low.so ls ox 

empted from duty . 
28 . CUSTOMS BOND 
(@ ) whoro the amount does not excond Tho samo duty as a Bond (No. 15 ) 
Rs. 1, 000. 

for guob amount. 
(b ) in any other cage 

Ten rupeos , 
27. DEBENTURE (whether a mort 

gage, debenture or not ), being a 
marketable security transferable 
(a ) by endorsemont or by a separate Thoaamo duty as a Bond (No. 10 ) 
instrument of transfor . 

for the same amount. 
(6) by delivery . . 

The game duty as a mortgago 
deed with possession No . 40 (a ) 
for the amount equel to the 

faco amount of tho debenture . 
Explanation 
The term “ Dabonturo ” Inoludes any 

intoroyt coupons attached thereto , 
but the amount of such coupons 
shall not be included in ostimating 
the duty . 

Exemption 
A debenturo issued by an incorporated 

company or other body corporate in 
terms of a registered mortgage - doed , 
duly stamped in respoot of the full 
amount of the dobontures to be lagued 
thore -undor , whereby the company 
or body borrowing makes over, in 
whole or in part , their property to 
trustees for the benefit of tho debun 
tures holders ; provided that tho 
debentureg so loşuod Are expreged 
to be ieguod in terms of the Aali 
mortgego -deed , 
(See also Bond (No . 16 ) and Sections 8 

and 85 . 
DECLARATION OF ANY TRUST 

See Trust (No. 64 ). 
28 . DELIVERY ORDER IN RES - Two annas . 
PECT OF GOODS, that is to say, any 
instrument entitling any person there 
in named , or his useigna or thu holder 
thereof, to the delivery of any goods 
lying in any dook or port or in any 
warehouse in which goods are stored or 
deposited on rent or hire , or upon any 
wharf, auch instrument being signod 
by or on behalf of the owner of such 
goods upon the sale of transfer of the 
property therein , when buoh goods 
exceed in value twenty rupees . 


DEPOSIT OF TITLE DEEDS. See 

AGREEMENT relating to deposit 

of Titlo - Deeds, Pawa or Pledge (No 6 ). 
DISSOLUTION OF PARTNERSHIP 

Soo Partnership (No. 46 ). 
29 . DIVORCE – Instrument of, that is Twonty rupees. 

to say, any instrument by which any 
person effects the dissolution of his 
marriage . 
DOWER - - Instrumoat of, See Settle 

ment (No. 58 ). 
Duplicate See Counterpart (No. 26). 
30 . ENTRY AS AN ADVOCATE , Threo hundred rupoos . 

VAKIL OR ATTORNEY ON THE 
ROLL OF THE COURT OF THE 
JUDICIAL COMMISSIONER , 
HIMACHAL PRADESH under the 
Bar Counoil Act , 1926 , or in uxorcise of 
powers oonforred on that Court by 
lottors Patent or by the Legal Prauti. 

tionerg Aot , 1884 . 
31 . EXCHANGE OF PROPERTY - The samo duty as a convoyance 
Instrument of 

(No. 23 ) as levied by this Aot 
for coneideration equal to the 
value of tho property of groatest 
value as set forth in auch instru 

ment. 
EXTRACT . Soe Copy ( No . 24 ). 
32. FURTHER CHARGE - Instru 
mont of, that is to say , any instrument 
imposing a further charge on mort . 
gaged property 
( a ) when the original mortgage le The gama duty as a mortage deed 

one of the doboription raforred to in with powsubgion No. 40 ( L) for 
clause (a ) of Art . No . 40 (that in the amount oqual to the amount 
with possession ). 

of the furthor charge scoured 

by such instrumont, 
(6 ) when buch mortgage is one of the 

desoription referred to in olaugo (6 ) 
of Art. No, 40 (that is, without 

Pohbession ) 
(i) if at the timo of exeqution of the The same duty as a mortgage 

instriment of further charge deed with possession (No. 40 (a ) 
pogoselon of the proporty is givon for the amount equal to the 
or agreed to be given under such total amount of the charge 
instrument ; 

(inoluding the originalmortgage 
and any further charge already 
mado) lean the duty already paid 
on auch original mortgage and 

further olargo . 
(ii) if possossion is not so given . The game duty as a Bond (No. 15 ) 

for the amount of the further 
charyo becured by such instru 
mont. 
The game duty as a Conveyanon 
(No. 23 ) as levied by this Act 
for a coneldoration equal to the 
value of the property Ag set forth 

in such instrument. 
35 . LEASE, including an under -logso or 

Rub - longo and any agroomont to lot or 
sub - let 
(a ) where by such lease the rent is 

fixed and no promium is paid or deli 
vored — 
(i) whero the leagd purports to be The samo duty as a Bond (No . 15 ) 
for a term of less than one year for the wholo amount payable or 

delivorable under such leare, 
(ii ) whoro the lenge purports to be The gameduty aga Bond (No . 15 ) 

for a term of not less than ono for the amount or value of the 

year but not more than five years . Average annual rent reprved . 
(iii ) whoro the lenge purpurta to bo Tho rame duty ag A Conveyanoo 

for a term oxoveding 5 years but (No . 23 ) as levied by this Act 
not exceeding ten years . 

for a consideration equal to the 
amount or vuluo of the average 

annual rent reserved . 
( iv ) where the leaga purports to be The game duty as a Convoyance 

for a term cxcoeding 10 years but (No . 23 ) ug leyled by this Ant 
not exceeding 20 years . 

for a consideration equal to 
twioe the amount or valyo of tho 

average annual ront reserved . 
(v ) where the lease purports to be Tho asmo duty A8 A Contayanoo 

for a term exceeding 20 years but (No. 28 ) as loviod by this Act 
not excooding 30 yuara . 

for a consideration equal to 
three times the amount or value 
of the average annual rent re 

gerved . 
( vi) where tho loase parports to be The gamo duty a9 A Convoyance 

for a term cxceeding 30 years but (No . 23 ) As levied by this Aot 
not excooding 100 years . 

for a consideration equal to 
four times the amount or valuo 
of the averago annual rent re 
served . 
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(vii) where the loase purpurty to bu Tho song duty as a Convoyanco 

for a term exceediny 100 years or (No . 23 ) he levied by this Act , 
in perpetuity . 

for n oonsideration vuqal in the 
Cabe of a leage granted solely 
for Azricultural purposes to 
1 / 10th and in any other cago to 
1 /6th of the whole amount of 
rents whloh would bu pald or 
dolivered in respect of the first 

fifty yours of lowo. 
(viii) whore the lease does not pur - The game duty AA A Conveyance 
purt to be for any defialte term . (No. 03 ) as levied by this Act , 

for a woooderation equal to three 
timus the amount of valuo of 
tho averago annual ront which 
would be pall (or delivered for 
the first ten years il tho lengo 

continued su long i 
(0 ) where the longe is granted for a The gume duty AH A Convoyance 

fino or premium or for money ad - (No . 23 ), as levied by ths Aot, 
vancod and whero Du l ent is for a consideration equal to tho 
reborved . 

amount or value of such ino or 
premium or ndvancc ad det forth 

in the loano. 
(c ) whore tholengo le granted for a ine Tho baino luty as a Convoyanoo 

or promium or for money advanced , (No . 3) , as levied by this Act, 
in addition to rent reserved . 

for u vonuldaration equal to the 
amuunt or value of noh fine or 
premium , or advancoas set forth 
in the lease , in addition to the 
duty which would huvo been 
payable on suuh lengo if no fine 
or advance had boon paid or 
delivered . 


Do 


Excmption 
Loaga , executed in tho cago of u culti 

vator and for the purposes of oulti 
vation ( including a loase of trees 
for the production of food or drink ) 
without the payment or delivery of 
any fino or premium , when a definite 
term is exproosod and such terra does 
not orceed one year, or whon the 
average annual rent reservod does 

not exceed one hundred rupees. 
30 . LETTERS OF ALLOTMENT OF Three annan. 

SHARES 
38. LETTER OF LICENSE , that is to Twenty Rupoca . 

Bay , any greoment between a debtor 
and his oreditors that the latter ghall, 
for a specified timo, suspend their 
claims and allow the debtor to varry 
on business at his own discretion . 
39 . MEMORANDUM OF ASSOCIA . 

TION OF A COMPANY, 
( a ) ifaucompanied by Articles of A880 - Forty Rupaos . 

oiation under Spotion 17 of the 

Indian Companies Act , 1013 . 
(6 ) if not 80 companied 

. One hundred rupeeg . 
Exemption 
Memorandum of any association not 

formod for profit and regiątered 
under gootion 20 of the Indian Com 

panies Aot , 1013 . 
40 . Mortgage - Doed , not being an agree 
ment relating to deposit of title deeds, 
pawn or plodge (No. 6 ) , Bottomry 
Bond (No . 16 ) Mortgage of a crop (No . 
( 41 ), Rospondontia Bond (No. 50) or 
Sacurity Bond (No. 67) . 
(a ) When POQBeegion of the proporty 

or any part of the property vom 
prised in such deed is given by the 

mortgagor or Agroed to be given 
Whore tho amount secured by guch Twelve annas. 

instrument does not exceed R # . 00 . 
Where it exceeds Rø . 50 but does not One rupee eight annas . 

oxooed Rs. 100 . 
Where it exceedo Rs. 100 but does not Throe rupoos . 

exceed Rs. 200 . 
Whore it exupeds Rs . 200 but does not Four rupoeg eight annag. 

oxoood Rs. 300 . 
Whero it excoeds Rs. 300 but does not Six rupees . 

exceed Rs. 400 . 
Where it exceeds Rs. 400 but does not Saven rupees . 

exceed Rs. 500 , 
Where it exveedo Rs. 600 but does not Nine rupoes . 

exceed Rs. 600 . 
Where it oncoods R9. 600 but doon not Ten Tupou eight andas . 

exceed Rs. 700 , 
Whore it exoveda Re. 700 but does not Twelve rupen . 

exooed Rs. 800 . 
Where It ex eod R . 800 but does not Thirtoon rupane eight nnnas . 

exceed R9, 900 . 


Where it ox jonds Ry. 09 ) but does not Fifteon rupaos . 

Ascood Hy, 1, 000 , 
and for every R4,000 or part thoroofin Seven rupoes eight annag . 

UX0 . 89 of Rs. 1 , 000 . 
(6 ) Whan p eggion is not given or Thogumo duty Ana Bond (No . 15 ) 
agroud to be given us a forogald . for thu amount secured by such 

deed , 
Explanation A : A mortgagor who 

gives to the mortgages a power of 
Attorney to colleot rent or A lenge of 
the property mortgaged or part 
thureof, is coemud to bo kiven 
POA OBSion within the meaning of 

this artiolo , 
(c ) whọn a collouteral or @ uxiliary or 

additionylorsubstituted security , or 
by way of further agguranco for tho 
abovemontioned purpose where tho 
prinolpal or primary security Is duly 

Blampud : 
for avory sun secured not exoooding Twelve andas . 

Rs. 1 ,000 
and for every Rs. 1, 000 or part thereof 
gourd in ax Jobs of Rs. 1 ,000 . 

Exemptions 
( 1 ) Lustruments exeuutod by persons 
taking advances under tho Lund 
Improvement Loans Aot, 1883 or the 
Agrisulturists LOANA Act , 1884, or 
by their suretius ag goourity for the 

repayment of suoh adranoes. 
(2 ) Lotter of hypothecation Accom 

panying a pill of exchange , 
41. MORTGAGE OF A CROP , includ. 

Ing any instrument ovidonoing an 
Agrement to secure the repayment of 
a luan made upon any mortgage of a 
crop , whether the crop is or is not in 
existonvent tho lime ofthe mortgage 
(a ) when tho loan is rupayable not 
more than three months from the 

date of the instrumunt. 
for every sum guvurod not oxcooding One and a half anpa . 

Rs. 200 
and for overy Rz. 20 ) or part thoreof 
gouurod in exuens of Rs. 200 ; 

Do . 
(b ) when the long is ropayablo more 
than three inouths but not more 
than oighteon months, from the dato 

of the instrument 
for every sum geoured not oxoeeding Three andis , 

Rs. 100 . 
and for every Rs. 100 or pirt thereof Do. 

Rocurod in excess of Rs. 100 . 
42 . NOTARIAL ACT, that is to say ,any Three rupoeg . 

instrument , endorsement, note , attesta 
tion , oorlifluate or entry not being a 
Protest (No , 30 ) made or signed by A 
Notary Publio in the cyacution of the 
duties of his offios , or by any other 
person lawfully acting as a Notury 
Publio . 
Soe ulso Protost of Bill or Note ( No . 

50 ) . 
43, NOTE OF MEMORANDUM gont by 

a Broker or Ageut to his principalinti 
mating tho purchase or Balo on account 
of such principal 
(a ) of any gonde oxocoding iu value Four annan. 

twenty rupees ; 
(b ) of any stook or marketable goourity Subjeot to a maximum of twenty 
exooeding in value twenty rupees ; ru pochthreo Annas for every 

Rs. 10 ,000 or part theroof of the 

value of the stock or goourity . 
48 . PARTITION .- Instrument of (as The game duty Ag & Bond (No. 16 ) 
defined by 8 . 2 (15 )). 

for the amount of the value of 
tho separated share or shurce of 
the property . 
N . B . - Tho largest share romain 
ing after the property is parti 
tioned or if there are two or more 
shares of equal value and not 
omallor than any of the other 
Bhero , then one of such equal 
ghare , shall bo doomed to be 
that from which the other shares 
aro soparated . 
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Thirty rupees . 


(6 ) to any other case 
(i ) if thu reuoniyuyanco rolates to 

immoveable property situate with 
in « Mwicipality , Cantonment 
Board , Notitied Area or Small 
Town ; 


(ii ) in other B 


. . 


Twenty rupees . 


Provided always that , 
( a ) When an instrumont of parti 

tion containing an agreemont to 
divide property in geveralty lo 
exeousod and a purtition is 
effected in pursuance of such 
agreement , tho duty chargeable 
upon the instrument eftnoting 
guch partition shall bu roduced 
by tho amount of duty paid in 
relpoot of the first instrument, 
but shall not be less than twelve 
ennas , 
(6 ) whero land is held on Ruyenu 
Settlemont for a period not 
exceeding 30 yourg and paying 
tho full agebamont the value for 
the purpose of duty shall be 
caloulated at not more than ton 
times the annual revenue ; 
(c ) where a Anulorder for offect 
ing a partition passed by any 
Rovonue Authority or by Civil 
Court , or An Award by an Arbi. 
trator directing a partition , is 
stampod with thostamp requirod 
for an instrument of partition , 
und an instrument of partition 
in pursuance of such order or 
award is subsequontly executod . 
the duty on such finstrument 
shall not exooed twelvo annas 


BO . RELEASE , that is to pay any lnątru 

ment (not being such rolAage AS la pro 
vided for by section 29A ) whoreby a 
person renouudes a uloim upon another 
person or against any oporified pro 
porty 
( a ) if the amount of value of the claim The game duty Ana Bond (No . 16 ) 
does not exceed Rs. 1, 000 . 

for Auch amount or valud us out 

forth in the releaso . 
(b ) in any other OQAA 

. . Ten rupoes . 
68 . RESPONDENTIA BOND , that is Tho game duty as a Bottomry 

to say any instrumont Accuring a loan Bond (No . 16 ) for the amount of 
on the cargo laden or to be laden on the loan gocured . 
board a ship and making repayment 
contingent on the arrival of the Cargo 
at the port of destination . 
REVOCATION OF ANY TRUST OR 

SETTLEMENT See Settlemunt (No . 

58 ) : Trust (No . 64 ) . 
87, SECURITY BOND OR MORT 

GAGE DEED exccuted by way of 
security for the due oxecution of an 
ofice, or touonount for money or other 
proporty roceived hy virtue thereof or 
executed by a nuruty to secure tho due 
performance of a contract, - 
( a ) when the amount gorured does not The samo daty aga Bond (No . 1.5 ) 
exveed Rs. 1 ,000 , 

for the amount seourod . 
(6 ) In any othor oasa , . Ten rupaes , 


Exempliuny 
Bond or other instrument , when exe 

cuted 
(u ) by headmen nominated under tho 

ruloa framod in aocordando with the 
Bongal Irrigation Aot 1876 sootion 
99, for the due performanoe of thoir 
duties under that Act , 
(b ) by any other person for the 

purpose of guaranteeing that 
tho local income derived from 
privato subscriptions to a chari 
table digpengary or hospital or 
any other object of public utility 
shall not be legs than a specified 
sum per nonsom ; 


(c ) undor No . 3 - A of the rules made 

by the State (tovomments under 
Rection 70 of the Bombay Irriga 
tion Aot, 1870 ; 


48 . PARTNERSHIP 
A . Instrument of 
(a ) Where the capital of the part . Two rupees eight annan . 

norship does not exced Rs . 500 . 
(b ) In any other AXO . . . 

Fifteen rupees . 
B . Dissolution of . 

Ten rupore . 
PAWN OR PLEDGE . Sco Agree 

ment relating to deposit of title 

doods, pawn or plodge (No. 6 ). 
48. POWER OF ATTORNEY ( ag de 
fined by section 2 ( 21 )not being a Proxy 

(No. 52 ) — 
(a ) when executed for thesole purpose One rupoe , 

of procuring the rugistration of one 
or moro document in rolation to a 
anglo transaction or for admitting 
axecution of one or more such docu 

mont ; 
(1 ) when required in quita or pronood - One rupee , 

ing under the Presidenoy Small Cause 

Court Act , 1882 . 
(c ) whon authorising ono person or Two rupreg . 

more to aot in a single traneuction 
other than tho case mentioned in 

olause ( a ) ; 
( 1 ) whon authorizing not moro than 5 Ten rupous , 

Porbons to aot jointly and govorully 
in more than one transuction or 

generally ; 
( ) when Authorizing more than ive Twenty rupees . 

but not more than ten pergons to not 
jointly and geverally in more than 

one transaction or generally ; 
(f ) when yivun for constauration and The game duty as a Cunveyance 
Authorizing the attorney to sell any (No . 23 ) As lovied by this Ant for 
immovuable proporty i 

the amount of consideration . 
(9 ) in any other caxo 

Two rupees for each person Autho 
rized . 
N . B . — The term “ registration " 
inoludes every operation inci. 
dontal to registration under the 
Indian Registration Act, XVI 

of 1877 . 
Explanation 
For the purpose of this artiolo more 
persona than one when belonging to the 
Aame firm shall be deemed to boono per 
son . 
80 . PROTEST OF BILL OR NOTE , Two rupees . 

that is to yxy , Any deolaration in writ 
ing made by a Notary publio , or other 
por ons lawfully acting Agauch , uttest 
ing the dishonour of a Bill of Exchange 

or Promissory Note . 
84 , RECONVEYANCE OF MORT 

GAGED PROPERTY 
( a ) if the consideration for which the The same duty A8 Convoyance 

property was mortgaged does not (No . 23 ) Ag levied by this Aot for 
exceed Rs. 1,000 : 

the amount of such considera : 
tion as set forth in the teoon 
veyance . 


(d ) cxdoutod hy person taking ad 

VADOOR undor the Land Improve 
mont Loans Aot, 1889 ortho Agri 
oulturists Loans Aut 1884 or by 
their sureties , as security for tho 

repayment ofguch advances ; 
(e) executed by officers of the 

Government or their suretia to 
Bocure the duo expoution of an 
office ordue Accounting formoney 
or other proporty rooeived by 
virtue thereof. 


88 . SETTLEMENT— . 


A . Instrument of ( including a deed. 

of dower ). 


The sameduty Ana Bond (No. 18 ) 
for A sum equal to the amount 
or value of the property bottled 
BA set forth in such gottle 
ment, 
Provided that whoro an agree . 
ment to settle ie stamped with 
the stamp required for an 
instrument of bottlement, and 
An instrument of gottlement in 
pursuance of such a groement 
Is subgequently executed , the 
duty on suoh ingtrument shall 
not exoeed twelve annis , 
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( B . Revocation of - - oonooming , The same duty as a Bond (No. 15 ) 
Eremptions 

any property when made by for & gum equal to the amount or 

any instrument other than a value of the property oonoerned , 
Deod of dower executed on the occasion 

will ). 

as set forth in the instrument 
of a marriago between Mohamma 

but not exceeding twenty 
dana. 

rupoon, 

Soe aloo Settlement (No. 08) . 
B . REVOCATION OF . . . , The same duty as a Bond (No. 15 ) 

VALUATION , Suo Appraisemont 
for a sum equal to tho amount 

(No. 8 ) . 
or valgo of the property oon . VAKIL . Sou entry as & Vakil 
cerned as set forth in the 

(No . 30 ). 
instrument of revodation but 88 . WARRANT FOR GOODS , that is Twelvo 40049 
not oxcoeding twenty rupees . 

to say any instrument øvidenolng 
Soo also Trust (No .84 ) 

the title of any person therein 
69. SHARE WARRANTS to bearer One and a half timos tho duty 

named , or his assigns, or tho 
souod under the Indian Com payable on A mortgage dued with 

holder thereof, to the property in 
pantes Act , 1913 , possession (No. 40 ( u )) for the 

any goods lying in or upon any 
amount oqual to the nominal 

dook waro -house or wharf, buoh 
amount of the shares speelfied 

instrument boing signed or certi... 
in the warrant. 

fied by or on bohalf of the person 
Exemption 

in whose oustody sugh goods may 

be . 
Sharo warrant when isa pod by a company 
in pursuance of the Indian Com 

STATEMENT OF OBJECTS AND REASONS 
pantes Aot, 1913 , section 30 , to 
have effoot only upon payment as 

Indian Stamp (Himachal Pradesh Amendment) Act 
oomposition for that duty , to the 

The Indian Stamp Act, 1899 was applied to the Himachal 
Collootor of Stamp-Revento, or 

Pradesh by the Merged States (Laws) Act, 1949 , without 
( a ) one and a half por centum of the 

any amendments of the kind made in other States from 
wholo subscribod oapital of the 
соmраnу ог 

time to time. This Bill consequently seeks to make the 
(6 ) if any oompany which has pald 

necessary amendments in the Indian Stamp Act , 1899 in 
the said duty or composition in 

its application to the Himachal Pradesh . 
full subsequontly fauos an addi . 

Y . S . PARMAR , 
tion to its subscribed ospital , 
one and a half por centum of tho 

M . CHANDRA , 
additional capital so igsuod . 

Judicial Secretary . 
SCRIP , See Certifloato (No. 19 ). 

SIMLA ; 
61 . SURRENDER OF LEASE 

The. ..... 

. . . ... . . . .. .. . 1952. 
(a ) Whon tho duty with whioh tho The duty with whioh guoh legge to OFFICE OF THE CHIEF COMMISSIONER , BILASPUR 
lease is chargeablo dood not chargoable . 

(SIMLA HILLS ) 
exceed ten гороеѕ . 
(6 ) in any other 04.80 . . . Ten rupeca . 

NOTIFICATIONS 
Exemption 
Surrender of loago , whon such lease is 

Bilaspur, the 13th October 1952 
exemptod from duty . 

No. Rev .5 135 /52 . - Whereas it appears to the Chief 
62 . TRANSFER (whether with or 

Commissioner , Bilaspur that land is required to be taken 
without consideration ) 

by the Government at the public expense for a public 
( a ) of shares in an incorporated Ono half of the duty payable on purpose namely for the construction of Berthin School 

ортряпу оr оthеr body corpo mortagago deed with possesion by the Education Department Bilaspur State , it is hereby 
rato , 

( No . 40 (a )) for the amount equal 
to the value of the shares. 

qual declared that the land described in the specifications 

erlated that the land describ 
(b ) of dobonturos being marketablo One half of the duty payable on below is required for the said purpose . 

seouries whothor the deben a debenture (No, 27 ) for a This declaration is made under the provision of Section 
ture is liable to duty or not, consideration equal to the face 6 of Land Acquisition Act , 1894 read with the Government 
0100pt debenture providod for amount of the dobenture . 

of India , Ministry of States Notification No. 104 - , dated 
by Bootlon 8 . 
(c ) of any interest seoured by a One half of the duty with which 

the 24th August , 1950 to all whom it may concern and 
bond , mortgago deed or polloy guoh Bond , mortgage deed or 

under the provisions of Section 7 of the Said Act read 
of insurance . polioy of insurance is chargeable 

with the Ministry of States Notification ibid the Collector 
subjeot to & maximum of Afty of Bilaspur is hereby directed to take order for the 
rupeos . 

acquisition of the land . 
( d ) of any proporty under the Fifteen rupees . 
Administrator General s Act, 

Plans of the land may be inspected in the office of the 
1913 , Bootion 25 . 

Collector , Bilaspur. 
( ) of any trust property without Seven rupees eight annas or such 

Specifications 
oonpidoration from one trustee smaller amount 88 may be 
to another trusted or from ohargeable undor clauso (a ) to 

Area 
trusteo to a benefiolary . (c ) of this Article . 

Distriot Tehsil Locality of Khabra No. 
Mauza 

Bighas Biwas 
Bromptions 

Bilaspur 
transfer by ondorkoment 

Ghumarwin Berthin 1860, 922, 896 20 10 
(a ) of a bill of exchange , cheque or 

024 T 
promipory note ; 
(6 ) of a bill of lading , delivery 

896 , 969, 897 , 
order, warant for goods , or other 
moroantile doounont of titlo to 

968, 962, 937 
goods ; 

T IT 
(c ) of a polloy of insurance ; 
(d ) of securities of the ( Contral 
Govornmont) See also section 8 , 

By order, 
83 . TRANSFER OF LEASE 

BISHAN DAS, 
The same duty as a Conveyance 
(No. 23 ) levied by this Act 

Secretary 
for & consideration equal to 

to the Chief Commissioner, 
the amount of the consideration 
for the transfer. 

Bilaspur, the 13th October 1952 
64 . TRUST -- 
A . Deolaration of - of, or oondering , The same duty as a Bond ( No . 15 ) 

No. Rev.-5 136 / 52 . — Whereas it appears that land is 
any property when made by any for a sum equal to the amount ornke 

likely to be required to be taken by Government at the 
writing not being a Wil . value of the proporty concerned , 

public expense for a public purpose , namely for the con 
18 dot forth in the instrument struction of Berthin School Bilaspur State , it is hereby 
but not exceeding thirty rupoos . notified that land in the locality described below is likely 

w to be required for the above purpose. 


- - - 


- - 
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This notification is issued under the provisions of 3 . Wholesale rate Tikamgarh . 
Section 4 of the Land Acquisition Act, 1894 to all whom it Rs. 4 / 2 / 6 per md. 
may concern . 

Rs. 10 / 6 / 3 per bag of 24 mds, 
In exercise of the powers conferred by the aforesaid 4 . Retail rate Tikamgarh . 
Section the Chief Commissioner , Bilaspur is pleased to Re. - / 1 / 9 per seer , 
authorise the officers for the time being engaged in the Any person selling salt above these prices or refusing 
undertaking with their servants , workmen to enter upon to sell when in stock shall be liable to punishment under 
and survey any land in the locality and do all other acts the Essential Supplies ( Temporary Powers ) Act, 1946 . 
required or permitted by that section . 
Any person interested who has any objection to the 

R . N . MISRA , 
acquisition of any land in the locality , may within 30 days 

Deputy Commissioner, Tikamgarh . 
of the publication of this notification in the Gazette of 
India , file an objection in writing before the Collector, 

Tikamgarh , the 9th September 1952 
Bilaspur (Simla Hills ). 

No. 395 . -- In exercise of the powers conferred by clause 
Specification 

5 ( a ) & 5 (b ) of the Vindhya Pradesh Salt ( distribution and 
Area 

price ) control order , 1952 read with the notification of the 
Stato Distt. & Locality or Khara No. 

Government of India in the Ministry of States No. 118 , 
Tohsil Mauza 

Bighas Bløwas dated 5th September, 1950, the Deputy Commissioner , 

Tikamgarh hereby fixes on the basis of the costs and 
Bilaspur Bllagpor V . Berthin 1866 , 922 , 896 10 10 margins approved by the V . P . Government under clause 
Ghumar- Tob : Ghu 

6 of the said order, the maximum wholesale and retail 
marwin , 

prices of Bombay salt imported by M / S Devi Prasad 
806, 889, 897, 

Prithvipur, 

( 1) Wholesale rate . (Godown Harsh Mau ). 
963 , 962, 987 

Rs. 3 / 13 / 9 per md . 
1 TI 

Rs. 7 / 11 / 6 per bag ( Two mds .). 

( 2) Wholesale rate (Newari proper ). 
By order , 

Rs. 3 / 14 / - per md. 
BISHAN DAS 

Rs . 7 / 12 / - per bag ( Two mds.). 
Secretary , 

Retail rate 
to the Chief Commissioner , 

Rs. 4 / 1 / 3 per md, 

Re. - / 1 / 72 per seer , 
Bilaspur, the 13th October 1952 

( 3 ) Wholesale rate (Godown Prithvipur ). 

Rs. 4 / 6 / - per md. 
No. Estt . (Apptts.) 137 / 52 . — Shri Chandu Lal Sharma 
B . A , LL . B . is appointed Assistant Land Acquisition 

Rs. 8 / 12 / - per bag ( Two mds.). 

Retail rate . 
Officer Bilaspur with effect from 8th September , 1952 

Rs. 4 / 9 / 3 per md. 
( forenoon ) till 28th February 1983. 

Re. - / 1 / 10 per seer . 
By order, 

Any person selling salt above these prices or refusing 
BISHAN DAS, to sell when in stock shall be liable to punishment under 
Secretary, 

the Essential Supplies ( Temporary Powers ) Act, 1946. 
to the Chief Commissioner. 

K , L , AGRAWAL , 

Deputy Commissioner, Tikamgarh . 
Bilaspur, the 13th October 1952 
No. Estt .(Apptts.) 138 /52. - Shri Prem Lal Gupta, B . A ., GOVERNMENT OF VINDHYA PRADESH 
LL . B . is appointed Assistant Land Acquisition Officer 

(Development & Social Services Department) 
Bilaspur with effect from 8th September, 1952 (forenoon ) 
till 28th February 1953 . 

Medical & Public Health Section 
By order, 

NOTIFICATIONS 
BISHAN DAS , 

Rewa, the 3rd September 1952 

No. 28 / B / III .- -Whereas it has been brought to the notice 
Secretary , of the Government that Cholera has broken out in almost 
to the Chief Commissioner. all the villages in and around Majhauli and Gurhat areas 

of District Sidhi and there is great danger of the Epide 
Bilaspur , the 15th October 1952 

mic of Cholera spreading in the district of Sidhi and that 
No. Ele.- 4 / 51 / 139 . — Shri Bishan Das Secretary to the 

ordinary provisions of law for the time being in force are 
Chief Commissioner is appointed as Chief Electoral Officer 

insufficient. 
Bilaspur State with effect from 1st April 1952 and until 

2. Now , therefore, in exercise of the powers conferred 
further orders , 

under Sec . 2 ( 1 ) of the Epidemic Disease Act, 1897, read 

with the Government of India , Ministry of States Noti 
SHRICHAND CHHABRA, fication No. 104 - J, dated the 24th August, 1950 , and No . 
Chief Commissioner, 

S . R . O . 283, dated the 29th February , 1952, the Lt. Governor 
is pleased to empower the District Magistrate of the 

District Sidhi to take such measures and prescribe such 
OFFICE OF THE DEPUTY COMMISSIONER , VINDHYA regulations in any place within Sidhi Distt. as may be 
PRADESH 

deemed necessary to prevent the spread of infection of 

Cholera in Sidhi District for a period of six months from 
NOTIFICATION 

the date of this notification 

3. The District Magistrate , Şidhi, may also prescribe 
Tikamgarh , the 23rd August 1952 

and take suitable measures for the inspection of persons 
N6. 398 . - In exercise of the powers conferred by clause or children travelling by bus or otherwise and the segre 
5 (a ) and 5 (b ) of the Vindhya Pradesh Salt ( distribution gation in hospital, temporary accommodation or otherwise 
and price ) control order 1952 read with the Notification of persons or children suspected by any inspecting officer 
of the Government of India in the Ministry of States No . of being infected with Cholera , 
115 - J , dated 5th September , 1950 the Deputy Commis 
sioner, Tikamgarh hereby fixes on the basis of the costs 

By order of the Lt. Governor , 
and margins approved by the Vindhya Pradesh Govern 

H , LAL , 
ment under clause 6 of the said order the maximum whole 

for Secretary ( D . S. S.) to the Govt. 
sale and retail prices of salt ( Bombay salt) imported by 
M / S Orchha Co- operative Store, Tikamgarh on Govern 

Rewa, the 3rd September 1952 
ment account. 

No. 29 / B / IIL — Whereas It has been brought to the notice 
1. Wholesale rate. 

of the Govt. that Small-Pox is raging in almost all the 
Mau Godown Rs. 3 / 8 / - per md. 

villages in and around Majholl and Gurhat areas of Distt. 
Rs. 8 / 12 / - per bag of 21 mds. 

Sidhi and that there is great danger of the epidemic of 
2. Retail rate Jatara . 

Small -Pox breaking out in the district of Sidhi and that 
Rs. 3 / 15 / 6 per md. 

the ordinary provisions of law for the time being in force 
Re. - / 1 / 6 per seer . 

are insufficient. 
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2 . Now , therefore, in exercise of the powers conferred 3 . 31 / 52- - Cancellation of all permits held by Shri B . K . 
under Sec. 2 ( 1 ) of the Epidemic Disease Act, 1897, read 

Tandon . 
with the Government of India , Ministry of States Notifica 

4 . 24 / 52 & 28 / 52 - Panna-Dharampur Road. 
tion No. 104 - J, dated the 24th August, 1950 and No. S . R .O . 
283, dated the 29th February , 1952 , the Lt. Governor is 

5 / 52 – Realisation of fine and damages from Shri B . 
pleased to empower the District Magistrate of the Dis 

K . Tandon , 
trict Sidhi to take such measures and prescribe such 

By order of the Lt. Governor, 
regulations in any place within Sidhi district as may be 
deemed necessary to prevent the spread of infection of 

R . N . MISHRA 
Small- Pox in Sidhi District for a period of six months 

Deputy Secretary to Government 
from the date of this notification . 
3. The District Magistrate Sidhi may also prescribe and 

Appointments Department 
take suitable measures for the inspection of persons of 
children travelling by bus or otherwise and the segrega 

Rewa, the 23rd September 1952 
tion in hospital, temporary accommodation or otherwise 
of persons or children suspected by any inspecting officer 

No. 64 .« In continuation of this Department s Notifica 
of being infected with Small -Pox . 

tion No, 42 , dated the 11th July , 1952, Shri M . P . Goswami, 

Deputy Secretary to Government in the Revenue Depart 
By order of the Lt. Governor , 

ment was granted twenty days combined leave ( 2 days 

earned leave and 18 days leave on half pay ) in extension 

H . LAL , 
for Secretary ( D . S. S .) to the Govt. 

By order of the Lt. Governor , 

R . K , SHARMA, 
P . W . & Eloc . Section 

Under Secretary to the Gouth 
Rewa, the 22nd September 1962 

Rewa, the 3rd October 1952 
No. 55. - Shri M . P . Singh appointed as Electrical Engi. No. 65 .-- In supersession of this Department s Notifica 
neer on six months probation which was extended for a tions Nos . 26 and 42 , dated the 21st August and 23rd Octo 
further period of six months under P . W . & Electrical De- ber, 1951 , respectively , Shri Sifat Ali, Ex -cfficiating 
partment order No. 40 , dated 30th July 1952 is appointed as Director of Agriculture, is granted combined leave for 
Assistant Engineer in the Electrical & Mechanical De- 116 days ( 101 days earned leave and 15 days leave not 
partment with effect from 24th September 1952 , the date due to be adjusted against half pay leave of 20 days earn 
of expiry of his probationary period . 

ed by him subsequently ). 
By order of the Lt. Governor , 

By order of the Lt. Governor , 
NARENDRA NATH , 

R . K . SHARMA, 
Secretary to the Government. 

Under Secretary to the Govt. 


samperintendent charge of the 


Home Department 

Rewa, the 3rd October 1952 
Rewa, the 24th September 1952 

No, 66 . - In continuation of this Department s Notifica 

tion No . 34 , dated the 6th / 8th May, 1952 , Shri Sifat Ali , 
No. 23. — The Lt. Governor is pleased to order as fol 

Revenue Secretary, was granted combined leave for 27 
lows - 

days ( 22 days earned leave and 5 days leave on half pay ) 
( 1 ) Para 2 of the Home Department Notification No . 20 , preparatory to retirement. He will be deemed to have 
dated the 14th August 1952 accepting the resignation of 

retired from service on the expiry of the above leave. 
Shri Simon Anthony is cancelled and he is posted to Dis 

By order of the Lt. Governor , 
trict Sidhi as District Superintendent of Police . The inter 
vening period will be treated as earned leave to the ex 

R . K . SHARMA , 
tent it is due and thereafter leave without pay. 

Under Secretary to the Govt. . 
(2 ) On being relieved by Shri Simon Anthony, Shri Lal 
- Pratap Singh , officiating Superintendent of Police Sidhi 
will revert as Deputy Superintendent of Police Sidhi. 

Rewa, the 4th October 1952 
( 3 ) Shri Indra Vikram Singh , Officiating Superinten No. 67. — Shri N . R . Dwivedi, Office Superintendent in 
dent of Police Tikamgarh , is appointed Secretary to the the Agriculture Department of the Secretariat is appoint 
Provincial Transport Authority , Vindhya Pradesh . He ed to officiate as Under Secretary to Government in the 
will handover charge of this District to his Deputy Finance Department ( Budget Section ) with effect from 
Superintendent of Police and will proceed to relieve the date he assumes charge of his duties , 
Shri Madho Prasad the Present Secretary , Provincial 
Transport Authority . 

By order of the Lt. Governor, 
( 4 ) On being relieved by Shri Indra Vikram Singh , Shri 

R . K . SHARMA, 
Madho Pragad is appointed Assistant to Inspector General 

Under Secretary to the Govta 
of Police in the Special Branch . 

(6 ) On being relieved by Shri Madho Prasad, Shri D . 
P . Sharma is appointed to officiate as Superintendent of 

Commerce & Industries 
Police Tikamgarh . 

Rewa, the 26th September 1952 

No. 50- C / A .- In pursuance of rule 6 read with rule 8 and 
By order of the Lt. Governor, 

9 of the Mineral Concession Rules, 1949, the State Govern 
R . N . MISHRA , ment are pleased to grant this Certificate of Approval 
Deputy Secretary to the Government. 

restricted to Silica sand only to Shri Narhari Bhai Patel 
of Dabhaura ( V . P .). 

It shall have effect upto the 31st December , 1952 , 
Rewa, the 3rd October 1952 
No. 22 / 52 . -- In exercise of the powers conferred by Rule 

By order of the Lt. Governor, 
72 (b ) of the Madhya Pradesh Motor Vehicles Rules, 1940 , 
as applicable to Vindhya Pradesh and in partial modifica 

RAM DYAL SINGH , 
tion of this Department Notification No. 12 /52, dated the 

Deputy Secretary to the Government 
26th May , 1952, the Lieutenant Governor, Vindhya Pradesh 
is pleased to appoint Shri Maheshwari Prasad, Shrivastava, 

ORDER 
Advocate General ( till recently Judicial Secretary , Vin 
dhya Pradesh Government) and the Revenue Secretary , 

Rewa, the 7th October 1952 
Vindhya Pradesh Government, as members of the Trans No. 92 / X - Ten days earned leave is sanctioned to 
port Appellate Tribunal to hear and dispose of the follow Shri Ram Roop. Officiating Superintendent, Government 
ing appeals namely : 

Press, Rewa, with effect from date of availing . 
No. of appeal and brief subject . 

By order of the Lt. Governor , 
1. $ 2 / 51 & 67 /51 — Tikamgarh -Harpalpur Road . 

RAM DYAL SINGH , 
2 . 7 / 52 , 8 / 52, 12 / 52 & 17 / 52 — Bijawar -Harpalpur Road . 

Deputy Secretary to the Government 
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Medical and Health 

OFFICE OF THE COMMISSIONER OF INCOME- TAX 
Rewa, the 8th October 1952 
No. 32 / B / IT - In partial modification of Home Depart 

NOTIFICATIONS 
bent Notification No. 6 / B , dated 21st January , 1952 , the 
Appointment of Dr. N . P . Srivastava , M . B . B .S . is cancel 

Lucknow , the 15th October 1952 
led . 

No. 220 , - Shri T . Prasad , Income-tax Officer , Najibabad 
By order of the Lt. Governor, 

at Moradabad , was appointed to hold charge of Income 

tax Officer , A -Ward , Moradabad in addition to his own 
NARENDRA NATH , 

duties, with effect from 1st October 1952 A .N . 
Secretary to the Government. 

No. 221 .- On relief, Shri Radhe Shyam , Income- tax 

Officer, A -Ward , Moradabad , was transferred to be P . A . 
Education Section 

to the Commissioner of Income-tax , Uttar Pradesh and 
Rewa, the 30th September 1952 

Vindhya Pradesh , Lucknow , with effect from 7th October 
No. 188. - In pursuance of Government of India , Ministry 

1952 A . N , vice Shri M . D . Varma, P . A ., transferred to 
of Education letter No. F . 1-24 / 51- A .2 , dated the 7th May , 

Delhi. 
1952, Government have been pleased to accord ex - post 
facto sanction to the retention in service after superan 

B . M . SEN GUPTA , 
quation of Shri Ayaz Ali Khan , ex - Superintendent of 

Commissioner of Income-tax , 
Archaeology , Vindhya Pradesh , Rewa with effect from 
12th December , 1946 to 31st July , 1952 . 

U . P . & V . P . 
By order of the Lt. Governor, 

GOVERNMENT OF AJMER 
K . C . C . RAJA , 
Under Secretary to the Government. 

NOTIFICATIONS 

Ajmer, the 13th October 1952 
Rewa, the 4th October 1952 
No. 192 , - Fortythree days extra -ordinary leave from 8th 
March 1952 to 19th April 1952 (both days inclusive ) is 

No. C . 9 / 6 /52- H . S . & R .-— In pursuance of sub- section (3 ) 

of section 1 of the Bombay Money - lenders Act , 1948 
Lanctioned to Shri Anand Saran Kapoor, Lecturer in 

( Bombay Act XXXI of 1947), as extended to the State of 
Darbar College , Rewa, 

Ajmer , the Chief Commissioner, Ajmer, hereby appoints 

the 1st day of November 1952 as the date on which the 
By order of the Lt. Governor, Act as so extended shall come into force in the State of 
K . C . C . RAJA , 

Ajmer , 
Under Secretary to the Government. 

In pursuance of sub -section ( 1 ) of section 25 of the 

Bombay Money -lenders Act, 1946 (Bombay Act XXXI of 
Rewa, the 3rd October 1952 

1947 ), as extended to the State of Ajmer, the Chief Com 

missioner, Ajmer , hereby fixes the maximum rate of inte 
No. 1. - Government have been pleased to appoint tem - rest at 6 per cent. per annum in the case of secured loans, 
porarily Shri Krishna Nand Gupta as Chief Editor in the and at 9 per cent. per annum in the case of unsecured 

loans, for the State of Ajmer . 
Information Department, Vindhya Pradesh , with effect 10 
from the date he joins subject to verification of age and 

HII 
medical fitness . 

In pursuance of section 3 of the Bombay Money -lenders 
By order of the Lt. Governor , 

Act, 1946 (Bombay Act XXXI of 1947), as extended to the 

State of Ajmer , the Chief Commissioner, Ajmer, hereby 
K , C . C . RAJA , appoints the Deputy Commissioner, Ajmer , ex -officio to be 

the Registrar-General ; the Registrar of Co-operative 
Under Secretary to the Government. 

Societies , Ajmer , ex - officio , to be the Registrar ; and the 
Assistant Registrar of Co -operative Societies , Almer , 

ex - officio , to be the Assistant Registrar for the State of 
Rewa, the 3rd October 1952 

Ajmer , for the purposcs of the Act as so extended 
No. 9.- Government have been pleased to appoint 

By order , 
Shri Fatehbir Bahadur, Professor of Economics in Maha 

A SEN , 
raja College , Chhatarpur, to officiate as Welfare Officer 

Chief Secretary . 
for Scheduled Castes and Scheduled Tribes with effect 
from the date he joins . 
By order of the Lt. Governor, 

Ajmer, the 13th October 1952 
K . C . C . RAJA , No . C -9 /7 /52- H .S .& R .– The following Rules framed by 
Under Secretary to the Government. the Chief Commissioner, Ajmer , under Section 39 of the 

Bombay Money -lenders Act, 1946 (Bombay Act No. XXXI 
LÉGISLATIVE ASSEMBLY, VINDHYA PRADESH 

of 1947) as extended to the State of Ajmer are published 
for general information as required by sub -section ( 3) 

of the Section 39 of the said Act : 
NOTIFICATION 

In exercise of the powers conferred by Section 39 of the 
Rewa, the 7th October 1952 

Bombay Money -lenders Act, 1946 as applied to the State 
No. 1. The adjourned House of the Vindhya Pradesh of Ajmer , the Chief Commissioner is pleased to make the 
Legislative Assembly will reassemble on Tuesday the 4th following rules , namely :-- - 
November , 1952 , at 10 . 30 A . M . in the Assembly Hall at 1. Short title.--- These rules may be called the Ajmer 
Rewa. 

Money - lenders Rules , 1951. 

2. Definitions.- In these rules, unless there is anything 
By order , 

repugnant in the subject or context - - 
R . C . SRIVASTAVA , 

( a ) " ACT " means the Bombay Money -lenders Act, 
Secretary , Legislative Assembly . 

1946 , as applied to the State of Ajmer ; 


ct niet Comm . Ajmer , 


Co -o 
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(b ) “ FORM " means a form appended to these rules ; 8. Reasons for refusing to grant licence to be communi 
and 

cated to applicant. If a Registrar refuses to grant a 

licence, he shall communicate to the applicant his reasons 
(c) “ SECTION ” means a section of the Act. 

for so doing . 
3. Register of money -lenders. The register of money 9. Appeal against order of Registrar refusing to grant 
lenders required to be maintained under Section 4 shall licence . - ( 1) An appeal under sub - section (3 ) of Section 
be in Form No. 1 . 

8 against the order of a Registrar refusing to grant a 

licence shall be instituted within 30 days from the date 
4 . Application for licence . - ( 1) A money -lender desiring 
to carry on the business of money- lending in any area 

on which the order is communicated to the applicant . 
shall make an application in Form No. 2 to the Assistant ( 2 ) The Registrar General shall decide the appeal after 
Registrar concerned . The application shall be delivered hearing the appellant or his pleader, as the case may be. 
at the office of the Assistant Registrar during office hours 10 . Forms of cash book , ledger and of statement under 
either personally by the applicant or through an agent 

Section 18 . — The cash book and ledger to be maintained 
duly authorised in writing in this behalf or sent by by a money -lender under sub -section ( 1 ), and the state 
registered post addressed to the Assistant Registrar. ment under clause (a ) of sub -section ( 2 ), of Section 18 

( 2 ) An application for the grant of a licence for the first shall be in Forms Nos. 4 , 5 and 6 respectively . 
time may be made on any date but an application for 11 , Annual Statement of accounts to be delivered by 
renewal of licence shall be made in the month of May 

money -lender to debtor , etc., under Section 19 . - ( 1) Ihe 
preceding the year for which the licence is to be renewed . annual statement of accounts to be delivered by a money 

( 3 ) Every Application shall be accompanied by an lender to each of his debtors under sub - section ( 1 ) of 
affidavit of the applicant that the applicant or any person Section 19 shall be in Form No. 7. 
responsible or proposed to be responsible for the manage (2 ) The statement shall be furnished to each of the 
ment of his business of money -lending has not knowingly debtors within sixty days after the close of the year for 
participated in , or connived at , any fraud or dishonesty which the accounts of the money - lender are ordinarily 
in the conduct of, or in connection with , the business of 

maintained . 
money- lending or been found guilty of an offence under 

(3 ) The fee to be paid by a debtor to a money -lender for 
Chapter XVII or Section 465 , 477 or 477 - A of Chapter 
XVIIL of the Indian Penal Code. 

supplying a statement of accounts under sub -section ( 2 ) 

of Section 19 shall be annas eight. 
5 . Procedure for summary inquiry under Section 7. 

(4 ) The expenses to be recovered from 
The Assistant Registrar shall make the summary inquiry 

a debtor for 

supplying copies of documents by a money - lender under 
under Section 7 by examining the applicant personally 

sub - section ( 3 ) of Section 19 shall be according to the 
and such other person , as he may deem fit in order to 
satisfy himself about the bona fides of the applicant and 

following scale : -- 
his suitability for carrying on the business of money For copying 100 words or fraction thereof - One anna. 
lending. The Assistant Registrar shall maintain a record For copying 100 words or fraction thereof of tabular 
of such inquiry which shall contain a brief mcmorandum 

statement - Two annas. 
of the substance of evidence taken and a summary of the 
conclusions regarding facts elicited during the inquiry . 

Cost of paper - annas per sheet of foolscap size. 

12 . Notice and information to be given on assignmeizt 
6. Form of licence.-- The licence under Section 7 shall 

of loan .- - The notice to be given to an assignee under 
be in Form No. 3 . 

clause ( a ), the statement of information to be supplied to 
7. Manner of payment of licence fee. - The licence fee an assignee under clause (b ), and the notice to be given 
of Rs. 5 fixed under Section 7 shall be paid within such 

to the debtor under clause ( c ) of sub -section ( 1 ) of 
period as may be fixed by the Registrar in that behalf Section 27, shall be in the Forms Nos. 8 , 9 and 10 
either in cash at the Registrar s office or by remitting it respectively . 
by postal money order addressed to the Registrar or by 13. Form of application under Section 30 . -- The applica 
crediting to Government at a treasury , sub - treasury or tion to be made by a debtor under sub - section ( 1 ) of 
the Imperial Bank of India , Ajmer, and sending the Section 30 shall be in Form No . 11 and shall be accom 
receipted chalan to the Registrar. 

panied by a Court Fee of Re, 1. 


FORM NO . 1 

(Rule 3 ) 
Register of Money -lenders 

Tahsil 


Office of the Assistant Registrar of 


District . 


Dato 


and 


Serial 
No. of 
eppli 
cation 


Berial 
No , of 


Dato of 

tho 
ignuo 
of tho 
pro 
Bont 
loenge 


Name 
father s 
or hus 

band s 
Borlal name, 
No . 

oasto or 
religion 
and full 
address 
of tho 
monoy 
londor 


Full 
dotails 
of the 
prinol 
pa ), placo 
of busi 
pose and 

of the 
branches 
theroof 


Canoolle 
tlon of 
lioenoot 
If any , 

with 
dato end 

parti 
oulan 


Ordor ; 

of 
oppo - 
llato 
autho . 
rity, 


Signaturo 
of AANÍA 

tant 
Roglatrar 


Bomarla 


No. of 
duplioato 
lioepoed 
{ onued 
with 
datos 


pro 


Partioulan 
of osnoolla 

tion or 
Buspension 
of lioen 06 

under 8 . 
14 ( 11 ) (a ) 
or disquali. 

floation 
onder 8 . 14 


vious 
lioonoe 

if 
any 


any 


( 1) In the caso of an Undivided Findu Family , Column 2 obould ebow the names and addrcases of the manager and adult on - parreners of Auch 
family . In the case of u bank , the column 2 should show the names and addrcases of the directors and manager or prino pal offiocr and in 

case of an unincorporated body of individuals , the names and addrefece of all individuals . 
( 2 ) When filling up this column the section of the Act ander which cancellation is mado should be entorod . 
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FORM 2 

9 . What is the total amount of the capital which the 

applicant intends to invest in the business of 
(Rule 4 ) 

money -lending in the year for which the appli . 
Application for the grant of a licence to a money - lender 

cation has been made ? 
in the Office of the Assistant Registrar of...... 

10 . Has the applicant carried on the business of 
P . O . 

money -lending in the past and if so since when ? 
Tahsil 

11. Has any application for licence previously been 
District . 

made ? If so , when , where and with what 
1. Name of the applicant, with father s or husband s 

results ? 
name, surname, caste , residence and address in 12. In case the application has previously been granted , 
full. 

give full particulars of the licence. 
Names of the manager and the adult coparceners of 

13 . Has any licence granted previously to the appll 
the undivided Hindu Family , with father s 

cant been cancelled or suspended or does it con 
name, surnames, caste , residence and address 

tain any endorsements of the Court or any dis 
in full, 

qualifications imposed by the Court ? If so , full 
Name of the Director , Manager or principal officer 

particulars should be given including the game 
managing the Bank with father s or husband s 

of the officer and / or Court and the date and 
name, surname, caste, residence and address in 

terms of the order . 
full . 

14 . ls money - lending the sole business of the appli 
Names of all the persons forming an unincorporated 

cant or is he engaged in any other business, pro 
body, with father s or husband s names , sur 

fession or calling ? 
names , castes, residence , and address in full . Certified that all the facts get out in the application are 
2 . Name in which the applicant carries on or intends 

true to my knowledge except . .. .. ... .. .. .. .. ... .. paragraphs, 

which are true to my belief being based on information 
to carry on his money -lending business . 

supplied by .. .., 
3 . Name of the area within which the applicant has 

Signature of the applicant with data . 
his business of money -lending on the date of 

the application . 
4. Names of persons responsible or proposed to be 

FORM 3 
responsible for the management of the appli 

(Rule 6 ) 
cant s money -lending business . 

Money -lender s licence 
3 . Location of the applicant s place or principal place 
of business , with full particulars thereof and the 

District 
name, father s or husband s name, surname, Tahsil 
caste and address of the person in charge. 

Place 

P .O . 
6 . Whether the person signing the application or any Licence No. 

of the adult coparceners of an undivided Hindu 
family , or any Director . Manager or principal This Licence has been granted to .. . 
Officer of the Bank or any member of the un to carry on the business of money - lending subject to the 
incorporated body on behalf of which the appli - provisions of the Bombay Money - lenders Act, 1946 , as 
cation is made, as the case may be. carried on applied to the State of Ajmer , and the rules thereunder 
the business of money - lending in the Province and the following conditions, namely : 
in the year ending on the 31st day of March (1) The licence shall be valid upto 31st July ........ 
immediately preceding the date of the applica 
tion either individually , or in partnership or 

(2 ) It shall entitle the money -lender to carry on the 
jointly with any other coparcener or any other 

business of money - lending in " 
person and whether in the same or any other ( 3) The licensee shall surrender the licence when 
name. 

ordered to do so by the Registrar granting It or 
7. Does the applicant or any other person on behalf of 

by the Registrar -General or by a Court. 
whom the application has been made, carry on 

Registrar. 
or intend to carry on the business of money 
lending in any other place in the Province ? If (Seal of the Registrar ) dated 
so , give complete particulars with the name, 

* Here insert area . 
father s or husband s name, surname, caste , and 

BACK 
address of the person in charge of each office . 
8. What is the extent of the total business of the appli 

Endorsement , if any, 
cant on 31st March ? 

Signature 

Remarkan 


I 


II . 


IIIIIIIII 


FORM 4 
(Rule 10 ) 
Cash Book 


Dr. 


Roocipt 


Diabunomont 


Cs . 


Deto - - 


Particulara 


Ledger folio 


Amount 


Dato 


Particulars 


Ledger follo 


Amount 


R . A . P . 


1946 
AnguAt 2 Brought forward in 

Interest roceived from 


Rs . A . P. 
0,000 ] 


Rs. A . 1. 
5,000 0 0 


RA . A. . 
0 ,000 0 0 


1948 
Atgust 2 " Lont to . . . . . . . . . . . , 

Rapoos flvo thongand 
. . . . . . . . . . . . interest 
por oept . per annum . 


on the mortogo bond 
dated 
from 
to - 

- - 


By Balapoo C . R . . . 


1,026 0 


0 


28 00 


6 , 026 009 


6 ,025 0 


0 


August 3 


To balance B /E 


. 


1, 028 0 0 


In case of loans in kind the entry shall contain clear reference to the commodity advanced with market value 
of game at the date of each transaction . 
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FORM 5 
(Rule 10 ) 
Debtor ....... 
Lodger Account. 


Namo of the debtor 


Lodger No. 


Dato 


Amount repaid or Oroditod 


Prinoſpel 
Amount 
borrowed 
or debited 


Balance of prinolpal due 
after each transaction 


Details of caloolation of interest 


VUN 


Romarbos 


Principal 


Interest 


Total 


Prindpal 


Intorost 


Principal 
due 


Months Amount of 

interont 
recovered 


10 


the loan 

the balance of loan 
to assign 

Interest on the loan 

balance of interest on the loan 
advanced to Mr. . ..... . . . ..... . .. .. ...... Address 
together with accrued interest /balance of interest and 
benefits of the agreement under which the aforesaid loan 
was given to the debtor as well as security in respect ou 
loan / interest on loan , you will be subject , with effect 
from * 

to the provisions of the Bombay Money . 
lenders Act, 1946 as applied to the State of Ajmer, 


FORM 6 

( Rule 10 ) 
Statement showing the details of condition of the loan 
Name of Debtor 
Address : 

( 1 ) Amount of loan : 
(2 ) Date of loan : 
( 3) Date of maturity of the loan : 
(4 ) Rate of interest per annum : 
(5) Nature of the security : 
16 ) Particulars of documents, if any : 
(7 ) Any special conditions on which the loan has been 

made : 
(8 ) Other connected information . 

Signature of money - lender. 
Name and address of money -lender. 

N . B . A separate statement shall be furnished in respect 
of each loan transaction , 

In case of loans in kind there shall be reference to the 
commodity advanced along with market value of the same 
at the date of each transaction , 


Signature of the Money-lender. 
Prior assignee of the Money -lender . 

Date 
* Here insert the date of assignment. 


FORM 7 

[Rule 11 (1 ) ] 
Annual statement of accounts to be delivered by a money 

lender to his debtors within sixty days after the close 
of the year . 

Name of the Debtor, 
Occupation . 
Address . 
Number of Ledger Account. 
Amount of principal and the amount 

of interest , separately due to the 

money -lender , 
Amount of every payment already 

received by the money - lender in 
respect of the loan during the 
year together with the date on 

which each payment was made. 
A payments credited first in the 

account of interest, and the resi 
due, if any of any payment more 
than sufficient to discharge the 
balance of interest due at the time 
it is made, credited to the debtor 

in the account of principal .. 
The amount of principal remaining 

unpaid and the interest thereon . 
Date . .. 

Money - lender or his agent. 


FORM 9 

(Rue 12 ) 
Statement of information to be supplied to the assignee 
under clause (b ) of sub - section ( 1) of section 27 of the 
Bombay Money -lenders Act , 1946 , as applied to the State - 
of Ajmer . 

Name of money -lender including subsequent assignees , 
if any, and his / their address/ addresses , 
Name of debtor 
Address 

1. Date of loan ... .. ... .., 
2 . Amount of loan .... .. ... . 
3 . Rate of interest per annum ... 
4 . Total repayments made by the debtor up -to -date 

(a ) Principal ... 
(b ) Interest 

( c) Total 
6 . Amount outstanding on 

( a ) Principal 
(b ) Interest .............. 

( c ) Total . . .. . .. . . ... .. ... .. .. 
6 . Nature and value of the security 
7 . Particulars of documents including previous assiga 

ments, if any . . . .. . . .. 
8 . Any special condition attaching to the loan ...... ..... 


9 . List of documents of which copies are attached ., 


10 . Other information , if any ... ... . 

Signature of Assignor /Money - lender . 
Address 
Date 


FORM 10 
(Rule 12 ) 


To 


FORM 8 

(Rule 13) 
Please take notice under clause ( a ) of sub -section ( 1) of 
rection 27 of the Bombay Money -lenders Act , 1946 as 
applied to the State of Ajmer, that pursuant to the agree 
ment made by me with you 


Debtor. 
Please take notice under clause ( c ) of sub -section (1 ) of 
section 27 of the Bombay Money- lenders Act, 1946 as 
applied to the State of Ajmer, that I propose to make an 
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the loan 


assignment of balance of loan 


8 . 
No. 


D38lgation of 
Rovising 0 .door 


Nime of A 330mbly 

Construonvies 


Num of Parliamentary 

Uuqytituenciou 


from 


.. . . . . . . . . . . . . 


interest of loan 

balance of Interest on loan 
advanced to you on .. ... ..... ...... . ... ..together with accrued 
interest /balance of interest and benefits of the agreement 
under the aforesaid loan as well as security taken in res 
pect of the loan / interest on the loan to .. ... .. .. .. . 

(Name of the assignee ) 
(Address of the Assignee ) 
. .. . .. .. ... .. . ... .. .. . .. .. . .. .. . . . .. .. ... with effect from 
(dated ) .... . . .. .. .. .. .. .. . .. .. .. and that from the date of such 
assignment, the assigned abovenamed shall exercise all 
rights and shall have all the liabilities under the provisions 
of the Moneylenders Act, 1946 as applied to the State of 
Almer, 

Signature of Money -lender . 
Address. 
Signature of prior assignee of the 
Money -lender, 
Address. 

FORM 11 

(Rue 13) 
(Application to a Court under sub -section (1) of Section 

30 for taking accounts ] 
In the Court of 

Mis. Case No. ............................. of 19...... 
The undermentioned debtor applied for taking accounts 
of the loan described below and for declaring the amount 
due to the money -lender . 

Particulars of Loan 
1. Document, if any , with particulars. 
2 . Amount. 
3 . Description of the money - lender 

(a ) Name. 
(b ) Father s / Husband s name. 

( c ) Address . 
4 . Description of the debtor 

(a ) Name, 
(b ) Father s /Husband s name. 

(c ) Address. 
Date .... .. .. 

Signature. 
By order , 

A . SEN 
Chief Secretary 


8 Debt Sottloment (1 ) Srinagar 

Almor Sub - Division 
Offloar , Ajmor , (2 ) Derathy : excluding Ajmor 
( 3 ) Jethans 

City and Military 
(4 ) Pushkar North area ag comprising 
(5 ) Puhkur South in tho Ajmor North 
( 6 ) Gagwana and Constituonuy ; and 
( 7 ) Nasirabad . faoluding Nasirabad 

Oyntonmont and vil 
lagos of Gools Police 
Station of Kukri 
Sub -Divlelon , as in 
the Ajmer South 
Constituonoy of tho 

House of Pooplo . 
4 City Magistrato , Additional Revising 
First Cluse , Ajmor. Authority for the 

Constituendio . of 

Almer City Only . 
5 Sub - Judge , First (1 ) Beawar City Boawar Sub -Divist08 
Clay, Bouwar. North 

of tho Ajmar South 
( 2 ) Bogwir City Constituonoy of tho 
South 

Hougo of Peuplo . 
(3 ) Shamgarh 
( 4 ) Mayuda 
(5 ) Nayanagar 
(8 ) Jawaja & 

(7 ) Tolgarh . 
0 Stipendinry Magia - Aloer in rosorve for 

trato , First Class, the above area . 

Bolwer, 
7 Sub - Julgo , Tirst ( 1 ) Bhinal 

Kokri Sub- Division 
Class, Kukri. ( 2 ) Dolia Kalan , exoluding villagos 
( 3 ) Kukri and 

of Goula Polico 
( 4 ) Sawar 

Station 490 . m . 
prised in the Ajmor 
South Constituency. 


By order , 
N . SWAMINATHAN , 

Secretary . 


Central Board of Secondary Education , Ajmer 
Of the candidates who appeared at the Supplementary 
High School Examination held on August 11th and 12th , 
1952, the following have been declared successful under 
Regulations contained in Chapter XIII - A of the Board 
Regulations : 

( The Result was declared on September 14 , 1952 ) 


I 


IIIIIIIIII. . . . . 


- 


Law & Judicial Dopartment 

Ajmer, the 14th October 1952 
No. 4 / 31 / 52 - Law . - In exercise of the powers conferred 
by clause ( e ) of Rule 2 of the Representation of the People 
• Preparation of Electoral Rolls ) Rules , 1950, as amended 
by the Government of India Ministry of Law Notification 
No. F -8 (4 ) / 50 - C , dated the 30th October , 1952, read with 
that Ministry s Notification No. F . 8 (4 ) / 80- C , dated the 
B1st October 1950 , the Chief Commissioner, Ajmer , hereby 
appoints the following Officers to perform all or any of 
the functions of a Revising Authority under the sald Rules 
tor areas noted against each : 


1938 


1 


logh 


A . 


Doolgnation of 
Roviaing Oooor 


Namo of Assembly Name of Parliamen 

Constituencies i tory Constituencies 


No. 


Roll Name of oandidato Dato of Nono of Father Paloe of 
No. 

birth 

Ruwldonon 
GOVERNMENT HIGH SCHOOL, AJMER CENTRE 

(Roll No . 1 -79 ) 
Mira BỊmla 84ZONA 30th April, Ladu Babal Baxons Afmer 

19:37 
Misa Bayant Kuar . . 4th Jan., Sardar Jaswant Singh Noomuch 

19 .30 
o Wins Barbara Clomontino Bt Nov ., Jonoph Nazaroth Ajmar 
Neraroth , 

1933 
1 Blansar Singh Plpark .. 28th July. Don Karan Pipara Banen 

10:29 
& Brij Bihar Lal Debley .. 28th Aug. Choosa Lal C . Dalley Ajmer 

19:34 
12 Chandar Bhan Chablan .. 28th Sept., Karindas Chablant Do . 
13 Charanjit Singh . . 18th Jidy 8 . Gajindra Slogh Do . 

1910 
14 Chanda Shokhar Mehta .. 18th Jun . Govind RAM 

Gimn 
1992 

( Kota ) 
16 Dolbart Ronald Poter .. 10th Jan ., Robort M . Poton Ajmer 

1997 
17 Mi Dolat Ersotuba 11th Aug . Eraclishaw A , Mer. Abu Rond 
Motobant. 

1994 

chant 
18 Dulubdino u . Fimthaal . . 3rd April, Ulduina ! 

Ajiner 

1931 
10 Daddu Singh .. . . 18th March , Udas Bingh 

1929 
24 Goverdhan lal Mabra 18th March, Bhanu Lal alabra Do. 

1934 
35 Harloh Chand Jala . . 24th May . JAVAD Mal 

Do . 
1034 
27 Jagdish Prasad Aran 18th Aug Savela 

Nelrabud 

1982 
29 Jayanti Lul Shah 23rd Juno, Ogada Du 

Almor State 

1989 
20 Jobangir Khan . . 14th Jan ., Aladin Khan ,. Pushkar 

1932 
31 Kuadan Mel Bons . . 97th Maroh, Jampa Lal Banu .. Koked 

1932 
32 Kuhla Oband A . Shionaal N Nov . Allm Obead O . Shlo . Ajmer 

1936 tool. 
33 Krishna Gopal Mangal .. 17th May, Bebo Lal Mangal Bouza 

1036 
* Krleben Baran Parlhar . Joth Mopt., Munna 8Ingh Parthur Afmer 

19:34 

Stato 
35 Kadar Doa Singhy . . lst Aug . Jult Ron Alnghel Quirgu 

14 .44 

( Bacoier) 

(RTL 
38 Magh Raj Prabala . . 10th March , Durra Il Jodhpur 

1933 


Do. 


1 Judgo Small Caros Almor I and Ajmer Wards Nog . 8 , 13 , 14 , 
Conrt & Sonior Sub . fr. 

22 to 28 , 32 and 
Judge , Firat OL 99 , 

Ward Nos . 16 , 20 
Ajmer . 

end 20 to 31 of 
Ajmer Mundol. 
pality and Muitary 

ro8 of Ajmer 28 
comprised in the 
Ajmer North Cons . 
tituonoy of the 

House of Pooplo. 
mad Additional Sub - Almor III, IV , V Ward . Nog. 2 , 17 to 
Judge , Host Cug , and VI. 

19 , 10 to 12, 18 , 
Ajmor, 

1, 6 , 7 , & 9 , 3 to 8 
and 21 of tho Ajmer 
Munjolpality 
oomprising in the 
Ajmer North Cons 
tituonoy of tho 
Houso of People. 
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Roll 


Name of oandidato 


Dato of 
brith 


Name of fathor 


Place of 
Roaldenco 


Roll 
No. 


Name of candidato 


Date of 
birth 


Name of father 


Plaon of 
Rosidoaço 


No. 


39 Miss Magulo J. Walton . . 6th Ang ., 


Jacob Walton 


.. Ajmer 


1023" 


GOVT. HIGH SCHOOT, AJMER CENTRE 

(Roll Noy. 101 – 108 ) 
tinder Regulation 2 ( 10 ), Chapter XI of the Bourd Rerulution 
105 (Ml98 ) Promila Mohta in 1:3th Out., Dovi Dass Mehtit . . imor 

1933 
100 Prom Mehta . . . 101h Aug ., DoviDagu Melita . . Do . 

1036 


- 


- - 


- - - 


- 


Secretary , 
Central Board of Secondary Education , 

Ajmer . 


Stato 


Medical, Education & LSG Department 

Ajmer, the 9th October 1952 
No. 2 /58 /52-Edn . - Shri Narendra Chandra Joshi is ap 
pointed as Lecturer in Botany, Government College, 
Ajmer, with effect from the forenoon of the 8th Septem 
ber , 1952 . 

By order , 
N . SWAMINATHAN , 

Secretary . 


Ajmer, the 15th October 1952 
No. 2 /28 /52- Edn .- Shri Raj Kishore, Senior Lecturer , 
Government College, Ajmer , retired from Government 
service with effect from the 15th January , 1952 ( forenoon ). 

He was re- employed as Senior Lecturer, Government 
College, Ajmer, from the date of his retirement namely 
the 15th January , 1952 ( forenoon ) and finally relinquished 
charge of that post on the 30th June, 1952 ( afternoon ). ; 


40 Mobammad Bu Qarashi . . 18th Oct., Hugsalu Bux Qurasbi Beawar 

1032 

Dlatt. 
41 Mohan IlAgrawal 74 . .. . TAF Junc , Ram Niwas Agrawal Ajmer 

1996 
48 Norain Lal . . . 20th Aug ., Raghunath . . Nasirabad 

1932 
46 Naraindas Punjwani 2nd April, Showeram Punjwan Ajmer 

1029 
48 Pratap Das Anami . . 10th May, Oldas Anami . Ajror 

1918 

State 
50 Ravi Dutt Sharma . . 3rd Jan , Yagyadatt Sharma Ajmer 

1930 
01 Ratan Shaw M . Hansotia 10th Fob., Mancherxhaw N . Du. 

1933 Hankotia 
62 Ratan Singh . . . . 8th April, Kjxhan Singh .. Ajmer 

1918 
63 Rajendra Kumar Kaushik 29th May, Gopal Saran Kaa. Ajmor 

1936 shik . 
00 Rubl Kumar Sharma , Bth Maroh , Tarachand Bharina Amor 

1934 

Stato 
88 Ram Sahal Sharma . . Ath July, Chunni Lal Sharma Beawar 

1932 
07 Ram Swaroop Sharma .. 10th Jun . Mangi Lal . Kokri 

1937 
88 Shyam LalGoyal . . 14th Sept., Raj Mal . . . . Ajnor 

1935 
60 Shyam Naod Sharma . . 4th Doc., Gauri Shapkar 

Do . 
1934 Sharing 
80 Sowkaren Jalora . . 17th Nov., Sbri Lal Jalora , Do . 

1934 
61 (Min ) Sushma Kumari . . . 11th Aug , Kanhaiya LALU . . 1o. 

1930 
83 Santouh Kamar Parook 2014 June, Kanhaiyal Lal Pareek Udaipur 
Joshi. 

1930 
86 Shyam Narala Sharma . . 1st Jan., Suraj Narain Sharma Bandi Kul 

1036 
86 Shimbhu Nath Chaturvodi 3rd Jan ,, Noora Lal Chatur. Ajmor 

1030 vodi. 
67 Topan r . . 20th Jan . Chandan Das . . Do. 

1037 
88 Trilok Chandra Goyal .. 17th Oct., Shrikrishan Agrawal Do. 

1930 
70 Vaxudoo Ahaja . . . . 14th July, Hornmal Ahuja . . Barwar 

1934 
71 Vonal Chand Sogani . . 22nd Feb., Ganeshi Lal Sogani Ajnior 

1938 
72 (Mon ) Vimla DeviMoona 8th April , Jwala Pd. Moons . . 

1934 
73 Bhanwar Lal .. . .. 29th Aug., Chhoga Lal . Do 

1023 
DARBAR COLLEGE, REWA CENTRE 

(Roll Nos. 74 – 98 ) 
74 Buldoo Prusad Verma 10th July , Jagannath Pd . Vorma Distt. Rowe 

1931 
765 Bauri Prasad Naik 

28th Doo. Her Prasad Naik . . Rowa 

1923 
76 Bhagwati Pragad Pant . . 11th April , Janardun Pant , Shahdol 

1938 
82 (Mins ) Kamal Bohare , 28th Oct., Govind Rao .. Satna 

1938 
83 (Mias ) Kapal V . Dixit . 10th Nov ., Vaidyanath Dixit . . Row , 

1034 
84 Kamel Nath Singh . . 27th Aug., LalMababali Singh Rowa Distt. 

1930 
84 Lokh Ratu Chaurawia . løt Jad ., Ghasiram Chaurasia Maharaj 

1032 

pur. 
87 Mshash Prasad Punday .. 10th April, Kam Moni Panday Buoberl 

1433 

( V . P . ) 
88 Manyal Prasad Mishra .. , 2nd July , Madho Ram Mishra Distt. Rowa 

1919 
90 Prom Kumar Seth . . oth Supt., Khushi Ram Soth Satna 

19:34 
A4 Ram Chaitun Sharmu løt July , Grja Prand Sharma Majhult 

1933 

( V . P . ) 
98 Tanuukh Rai Kharo . . 15th July, Slıyam Sundor Lal Panna ( V . P .) 

1028 
HAMIDIA ( OLLEGE, BHOPAL CENTRE 

( Roll Nos. 99 -- 103) 
101 Maqsood Ali . . . 8th lug ., Masoom Ali .. Baroli 

1927 

(Bhopal) 
102 Ralzada Krlahan Mohan . . 1st May, Ralzadu Hulas Rai Bhopal 

1933 
103 Ram Swaroop Khare - 15th July, Bhagwan Pd . Kharo Schoro 

1031 


By order, 
N . SWAMINATHAN , 

Secretary 


DO 


Ajmer , the 15th October 1952 
No. 2 / 77 / 52 -Edn . - Shri A . M . Ghose , M . A ., is temporaril: 
appointed to officiate as Lecturer in Philosophy, Govern 
ment College, Ajmer, with effect from the 15th September 
1952 (forenoon ). 

By order , 
N . SWAMINATHAN , 

Secretar 


Home, Services & Revenue Department 

Ajmer, the 20th December 1951 
No. 120 / 1 /52 -Admn. - Whereas I, S . K . Vaiyapuri, Con 
troller of Insurance , am satisfied that the affairs of the 
provident society known as the Rajputana Providen 
Assurance Company Limited , Beawar , in the State o 
Ajmer have fully wound up : 

And whereas three months have expired since the 
account of the liquidator has been registered with me : 

Now , therefore, in pursuance of the provisions of sub 
section (5 ) of section 93 of the Insurance Act, 1938 , ( IV O 
1938 ), I hereby declare the said society be dissolved. 

S . K . VAIYAPURI, 
Controller of Insurance 


